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CITY OF BOSTON 


OFFICE OF THE MAYOR 
CITY HALL 


JOHN B. HYNES 
Mayor 


February 2, 1953. 


To the City Council. 
GENTLEMEN: 

I submit herewith the tax and appropriation orders for the year 1953. These appropriation orders, plus 
those which will be presented to your Honorable Body at a later date, will provide for the maintenance requirements 
of city and county departments for a twelve-month period. 

It will be noted that the 1953 maintenance requirements for city and county departments exceed those for 
1952 by $891,437.66. However, the salary increases to members of the Fire, Police, and Library Departments, 
to be submitted as a supplementary appropriation, will further increase maintenance requirements by approxi- 
mately $1,000,000. The total budget requirements for 1953 will be less than 2 per cent greater than those for 1952. 

Were it not for wage and salary adjustments, due in the main to the institution of the Classification and 
Compensation Plan, the total budgetary needs for 1953 would be lower than those for 1952. Personnel require- 
ments now represent over 57 per cent of the total maintenance budget of city and county departments. Obviously, 
if this high percentage for personnel needs is not reduced, the ordinary maintenance requirements of the city will 
suffer. For this reason, in this year’s budget some 300 positions have been eliminated. This policy of not filling 
vacancies will, of necessity, be continued except in extraordinary cases. 

Budget allowances herewith submitted have been arrived at after careful and painstaking scrutiny. Un- 
doubtedly, some departments will find it difficult to maintain present operations within the amounts allowed. 
However, the present financial means of the city call for the exercise of the strictest economies. It has been 
necessary, therefore, to trim the budget allowances to the lowest point consistent with acceptable public service. 

Accompanying this communication is a detailed explanation of the budget allowances. I trust that your 
Honorable Body will give approval, as promptly as is possible, to the tax and appropriation orders submitted this 


date. 
Respectfully, 


JoHn B. Hynes, Mayor. 
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City? OF BOSTON 


BUDGET DEPARTMENT 
es iitava 44 CITY HALL 
Sa iesoncr BOSTON 8, MASS. 


January 30, 1953. 


Hon. JoHn B. Hynes, 
Mayor of Boston. 


Sir: 
There is submitted herewith an analysis of the 1953 budget recommendations for City Maintenance, County 


Maintenance, and Income Departments, which are being submitted by you to the City Council on Monday, Feb- 
ruary 2, 1953. 
The grand total of the proposed over-all budget is shown in the following table: 


1952 1953 1953 
DEPARTMENT 
APPROPRIATIONS ESTIMATES ALLOWANCES 
City MAINTENANCE . , } , : . $92,357,232 59 $99,730,075 26 $92,925,838 04 
County MAINTENANCE . , ‘ d : 6,189,221 41 7,020,636 25 6,512,053 62 
Tora (Raised in tax levy) : : . - $98,546,454 00 $106,750,711 51 $99,437,891 66 


The following amounts for Income Departments, which are self-supporting, do not require appropriations 


in the tax levy. 


1952 1953 1953 
DEPARTMENT 
APPROPRIATIONS ESTIMATES ALLOWANCES 
IncoME DEPARTMENTS : ‘ : 5 ; $4,290,630 64 $4,559,279 24 $4,301,821 09 


The amount of this budget to be raised by taxation is $891,437.66 in excess of that raised in 1952. 

The amounts recommended for City Maintenance total $92,925,838.04, which represents a reduction of 
approximately $7,300,000 in the estimates as originally submitted by the department heads and is $568,605.45 
greater than the total appropriation for 1952 as indicated in the following table: 


~I 


TWO-YEAR BUDGET COMPARISON 


CITY MAINTENANCE 


PERSONAL SERVICES: 
Permanent Employees . 
Temporary Employees . 
Overtime 


Total 
CONTRACTUAL SERVICES 
SUPPLIES AND MATERIALS . 
CuRRENT CHARGES AND arceueatce 
Aid to Dependent Children . 
General Relief 
Old Age Assistance 
Veterans’ Benefits . 
Aid to Permanent and Totally Ditabled 
All Others 


Total 
EQUIPMENT 
STRUCTURES AND inpeeviaaene 
LAND AND IMPROVEMENTS . 
SprecrAL APPROPRIATIONS: 
Rezoning Study 
State-Boston Retirement Syatemn’ ‘Pipenge F Fund 
Conventions and Entertainment of Distin- 
guished Guests 
Public Celebrations 
Civil Defense Activities 
Snow Removal ; 
Federal Public Health Pr ogram . 
Board of Recreation . 
Boston Housing Authority . 
Workmen’s Compensation 
Reserve Fund 
Pensions and Annuities 
Bond Allotment Plan 
Civic Improvement Committee . 
Executions of Court, Damage Giaens: oid 
Reimbursements ; 


Total 
Grand Total 


$51,368,736 67 


$20,118,280 80 


$92,357,232 59 


1952 
Appropriations 


$49,393,018 34 
783,028 60 
1,192,689 73 


$7,672,277 15 
$6,424,316 40 


$3,875,040 00 
3,184,000 00 
9,620,000 00 
1,450,000 00 
1,684,800 00 

304,440 80 


$1,006,738 48 
$1,147,500 00 
$220,000 00 


$20,000 00 
65,218 89 


75,560 00 
73,494 00 
70,973 74 
450,000 00 
27,636 46 
12,000 00 
27,000 00 
150,000 00 
150,000 00 
2,950,000 00 
60,000 00 
7,500 00 


260,000 00 
$4,399,383 09 


* Denotes decrease. 


8 


$20,655,691 78 


$92,925,838 04 


1953 
Allowances 


$50,711,877 07 
537,000 99 
868,500 00 


$52,117,378 06 
$7,809,986 25 
$5,860,124 50 


$3,700,000 00 
3,000,000 00 
9,800,000 00 
1,550,000 00 
2,300,000 00 

305,691 78 


$871,354 15 
$753,500 00 
$168,500 00 


$20,000 00 
75,303 30 


75,000 00 
75,000 00 
70,000 00 
400,000 00 
15,000 00 
12,000 00 
27,000 00 
200,000 00 
150,000 00 
3,250,000 00 
57,500 00 
2,500 00 


260,000 00 
$4,689,303 30 


| Increase 


$1,318,858 73 
246,027 61* 
324,189 73* 


$537,410 98 
$135,384 33* 
$394,000 00* 
$51,500 00* 


$289,920 21 
$568,605 45 


748,641 39 
$137,709 10 
$564,191 90* 


PERSONAL SERVICES 


The appropriation for Permanent Employees shows an increase of $1,318,858.73 over the same appropriation 
for 1952. Actually this increase should have been $1,880,000 because of the necessity for providing additional sums 
as indicated below: 


Pusiic WELFARE DEPARTMENT . <b A $400,000 


In 1952, the Public Welfare Department ait ai fedora grants of Paces athe $1, 400,000 
for salaries, but it is anticipated that only approximately $1,000,000 will be received for this 
purpose for 1953. This situation accounts for $400,000 of the increase in this item. 


Furi, Year ReQuirEMENT FoR CoMPENSATION PLAN... . 400,000 


This additional sum is necessary to provide sufficient funds for ne full year ri the astabiinte 
ment of the Compensation Plan which was effective for only nine months of 1952. 


1953 Ster—-Ratre INCREMENTS .. 2 BI TE AMR 750,000 


This amount is necessary to provide Aste Ahh: f or as payment of the current increments 
established by the new Compensation Plan. 


ADJUSTMENT IN Ligev or Meats 300,000 


This additional amount is necessary to poser for ‘te additional increments Pen tod Ref in 
December to Hospital and Sanatorium employees upon establishment of the pay cafeteria 
system. 


INCREASES TO DEPARTMENT Heaps . : : , 30,000 
This additional amount is necessary to provide for a full year ae increases crated Geoariient 
heads on the last day of 1952. 


By readjustment of quota numbers, particularly in the City Hospital, Sanatorium Division, and Long Island 
Hospital, and by further eliminating existing vacancies in other departments, the number of employees listed in 
the budget will be 988 less than in 1952. Further drastic reductions in appropriations for Temporary Employees 
and Overtime resulted in a net increase for Personal Services of only $748,641.39. 


CONTRACTUAL SERVICES 


It is difficult to further reduce the appropriation for this group, which shows an increase over 1952, because 
the allowances for the following purposes, which are a major factor in causing the increase, are deemed essential: 


PrintInG ReviseD Burnping Cope... ees. vaste? $10,500 
This additional sum will be necessary for pantie a baued titi of the building ne 


DEMOLITION oF UNSAFE BumpInNas .. ee Pen, Near cart gat et 30,000 
For demolition of unsafe buildings for w hich no appropriation was wae in , 1952 Gestien of a 
carry-over. 

Foop Survey .. ; 60,000 


An additional $40, 000 j is necessary in the Hospital Tat tment ae an additional $20, 000 § in 
the Sanatorium Division in order to continue and extend the survey being conducted by the 
Crotty Brothers in connection with the food service at these institutions. 


Visitrinc Starr ar Lona Istanp Hospirau . 2 ; 25,000 
This additional sum provides for payment to the visting staff at eae alana Hospital, Ww ii 
was charged last year to Personal Services. 


ELEcTRICITY . , : k 20,000 
$20,000 for ther cost t of Desrioike ae to ‘isiailation of additional street lights. 
9 


SUPPLIES AND MATERIALS 


While this item shows a decrease, a further decrease could have been made had not the following appropri- 
ations been deemed essential: 


PRINTING BALLOTS ._. Sahil $15,000 
The expense of printing ihe ballots Bae must a ere by the city in aie coming mitin decal 
election. 

Fire DEPARTMENT SUPPLIES oer : 5 i ; 30,000 


This additional sum is necessary for supplies in Ane Fire pita tment, mainly for new RDIE | in 
connection with the relocation of fire alarm facilities due to the construction of the new Ex- 
pressway, and also an increase in the item for uniform allowances. 


LiprARY Books : ‘ 55,000 
This additional sum has on alae oe over ine year’s APU SGREIAGON for ie pur ane of banlis 
for the branch libraries. 


PaTcHING MATERIAL. ; ; . . : é ; ‘ 25,000 
This additional sum over last year’s appropriation He Beer aulawed a the Be auhhae of patch- 
ing material for the Paving Service. 


CURRENT CHARGES AND OBLIGATIONS 


This appropriation shows an increase over 1952, which is due to the increased cost of Old Age Assistance, 
Aid to Permanently and Totally Disabled and for Veterans’ Benefits. 


EQUIPMENT 


In order to make this reduction, equipment items have been reduced very drastically in every department. 
However, if it were not for the fact that the following essential increases were provided, the amount of this reduc- * 
tion would have been greater: 


X-Ray EQuipMENT ; oy $20,000 
This sum has been lowed for the Sanne of ae aaba es for the City saree 


LispRARY Booxs : ‘ ‘n okt! ee ' 30,000 
This sum has been aioe for the ends of cis of a permanent nature for the Central 
Library. 


Gas Masks ae julian PaRee 6,500 
This sum has been se aN for the pur mes of gas masks for the Police sangria BG to be used 
in emergencies. 


STRUCTURES AND IMPROVEMENTS AND LAND AND IMPROVEMENTS 


These groups show a substantial reduction due to the postponement of major improvements. 
SPECIAL APPROPRIATIONS 


These Special Appropriations show an increase which is entirely due to the increase in the estimated expendi- _ 
tures for Workmen’s Compensation Payments and for noncontributory Pensions and Annuities. . 


10 | 


COUNTY MAINTENANCE 


The amounts recommended for County Maintenance total $6,512,053.62. This total represents a reduction 
of approximately $500,000 in the estimates as originally submitted and is $322,832.21 greater than the total appro- 
priations for 1952, as shown in the following tabulation: 


TWO=YEAR BUDGET COMPARISON 
COUNTY MAINTENANCE 


1952 1953 
| Appropriations | Allowances | Increase 
PERSONAL SERVICES: 
Permanent Employees . ; ; Jee $4,523,057 01 $4,799,327 46 $276,270 45 
Temporary on are tee. 1 OWT, 54,884 16 50,720 31 4,163 85* 
Overtime... i ss AR 6,000 00 6,000 00 --~ 
Total Pe tne, eee. > of. Dios $4,583,941 17 $4,856,047 77 $272,106 60 
MONTRACTUAL SERVICES ... . . ... 732,601 58 755,875 40 23,273 82 
SUPPLIES AND MATERIALS ._.. Baatly” AL: 631,671 60 641,441 60 9,770 00 
CURRENT CHARGES AND OnGaTions ; : 11,129 56 12,585 60 1,456 04 
EQUIPMENT. : ; , . 62,877 50 54,103 25 8,774 25* 
STRUCTURES AND IMPROVEMENTS 5) al cea deatlng! 10,000 00 10,000 00 ae 
SPECIAL APPROPRIATIONS: 
Middlesex County Training School . . 60,000 00 60,000 00 aa 
Social Law Library et) a RSME be 2,000 00 2,000 00 a 
Pensions and Annuities BRI 3.9 Rtas 14184 a: 95,000 00 120,000 00 25,000 00 
Total :) Be ee ee Sty ota $157,000 00 $182,000 00 $25,000 00 
GRAND TOTAL tae oe eee $6,189,221 41 $6,512,053 62 $322,832 21 


* Denotes decrease. 


PERSONAL SERVICES 


The increase in the item for Permanent Employees is due entirely to the recent amendment revising the 
County Classification and Compensation Plan, for which an overlay of approximately $50,000 is required. The 
balance is necessary to provide for the annual increments provided in the plan payable during the current year. 


GENERAL ITEMS 


The net increase in all other groups of the County Budget, with the exception of the Personal Services group, 
is approximately $50,000 over 1952. This is accounted for by the increase in the Superior Civil Court budget for 
payments to jurors and masters and auditors. Provision has also been made for the additional requirements needed 
for expenditures for noncontributory pensions. 
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TWO-YEAR BUDGET COMPARISON 
INCOME DEPARTMENTS 


1952 1953 
Appropriations | Allowances | Increase 
PERSONAL SERVICES: 
Permanent Employees . . ‘ . ; $2,610,032 39 $2,678,070 59 $68,038 20 
Temporary Employees . : ‘ ; : 58,000 00 26,000 00 32,000 00* 
Overtime) «ast bbe. da eae i on 45,000 00 43,000 00 2,000 00* 
LOT AU cM): thous nue ee ae ae 2 ate $2,713,032 39 $2,747,070 59 $34,038 20 
CONTRACTUAL. BERVICKS) 45 8b gue 782,134 00 765,008 00 17,126 00* 
SUPPLIES AND MATERIAIS (0 \, 4054.0 4.0. 530,460 00 492,249 25 38,210 75* 
CURRENT CHARGES AND OBLIGATIONS 36,298 25 57,017 25 20,719 00 
EQUIPMENT. : ; 158,706 00 145,476 00 13,230 00* 
PENSIONS AND ANNUITIES . y ! d 70,000 00 95,000 00 25,000 00 
GRAND TOTAL AO fat  B Rke Teal $4,290,630 64 $4,301,821 09 $11,190 45 


* Denotes decrease. 


INCOME DEPARTMENTS 


The Income Departments are self-supporting and do not require appropriations in the tax levy, and the 
amounts recommended are necessary to efficiently operate these departments. 


PERSONAL SERVICES 


The increase in the Personal Services item in these departments is due to the establishment of the Classifica- 
tion and Compensation Plan, for which approximately $30,000 overlay is necessary, and,the balance for the pay- 
ment of the current increments payable in 1953 under the Compensation Plan. 


GENERAL ITEMS 


In the General Items in these departments reductions have been made in three groups and increases in two. 
The increases are necessary because of the estimated increases in cost for the payment of damages by the Water 
Division of the Public Works Department and the increased costs of noncontributory pensions. 


Respectfully, 


JOHN A. SULLIVAN, 
Budget Commissioner. 
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CITY MAINTENANCE 
SUMMARY 


Art Department . 
Assessing Department 
Auditing Department . 
Boston Retirement Board . 


State—Boston Retirement System Expense Fund . 


Boston Traffic Commission 
Budget Department 

Building Department . 

Board of Appeal . 

Board of Examiners 

City Clerk Department 

City Council . 

City Council Proceedings 

City Documents .__. 

City Planning Board . 
Board of Zoning pdimetnent 
Rezoning Study .. 
Collecting Department 
Election Department . 
Finance Commission 

Fire Department . 

Electrical Inspection Division 
Health Department. 

Federal Public Health Program . 
Hospital Department . 
Hospital Department, Sanatorium Division 
Institutions Department, Central Office . 


Institutions Department, Child Welfare Division . 


Institutions Department, Long Island ecu 
Law Department . 

Workmen’s Compensation Service 

Library Department 

Licensing Board ; 

Mayor, Office Expenses 

Municipal Employment Bureau 

Conventions and Distinguished Guests 

Public Celebrations ieee 

Care of Veterans’ Graves 

Bond Allotment Plan . 

Civic Improvement Committee 

Park Department 

Park Department, Cemetery Division 

Board of Recreation ; 

Police Department... 

Public Buildings Depar tment 

Market Division . 

Public Welfare Department, Central Office 
Public Welfare Department, Temporary Home 
Public Welfare Department, Wayfarers’ Lodge 
Public Works Department, Central Office 


Public Works Department, Automotive Division 


Public Works Department, Bridge Service 
Public Works Department, Ferry Service 
Public Works Department, Lighting Service . 
Public Works Department, Paving Service 
Public Works Department, Sanitary Service . 
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1952 


Appropriations 


$2,617 00 
649,641 09 
271,603 69 

33,329 77 

65,218 89 
625,828 66 

59,400 28 
415,637 60 

22,973 40 

7,017 60 

87,846 92 
142,714 72 

14,000 00 

30,000 00 

68,851 87 

2,160 00 

20,000 00 
198,646 32 
579,952 32 

60,000 00 

10,423,470 50 
152,386 34 
1,672,238 29 
27,636 46 
11,010,109 00 
2,405,665 00 

81,814 93 

751,939 41 
2,048,327 50 
395,672 59 
33,672 00 
3,014,115 74 
107,330 22 
132,445 37 
24,690 52 
75,560 00 
73,494 00 
18,124 16 
60,000 00 
7,500 00 
3,144,674 00 
325,898 08 
12,000 00 
13,291,180 00 
1,027,927 58 
30,772 97 
19,505,285 30 
50,963 69 
35,012 25 
59,273 29 
669,821 68 
1,066,611 17 

325,844 59 
1,251,829 03 
1,786,745 00 
5,164,835 00 


1953 
Department 
Estimates 
$2,612 00 
655,156 62 
300,705 16 
31,189 33 
76,829 33 
784,267 05 
59,440 20 
546,814 34 
26,892 58 
8,966 58 
88,733 18 
143,134 50 
14,000 00 
40,000 00 
90,432 76 
2,680 00 
35,144 30 
211,272 25 
598,840 29 
60,000 00 
11,424,661 03 
170,482 90 
1,787,231 34 
17,816 60 
11,819,424 00 
2,574,830 00 
92,918 71 
766,200 26 


2,693,413 71 - 


473,957 97 
35,164 73 
3,533,259 93 
116,609 15 
153,138 09 
26,224 09 
107,326 00 
78,730 00 
18,683 14 
60,542 91 
7,500 00 
3,886,525 68 
363,160 29 
15,000 00 
13,540,943 00 
1,109,478 06 
32,895 00 


21,196,114 45 


55,875 45 
37,098 51 
66,833 70 
949,005 48 
1,381,912 16 


1,383,450 26 
2,027,497 33 
5,450,000 00 


1953 
Allowances 
$2,612 00 
626,286 30 
298,405 16 
31,175 83 
75,303 30 
674,532 65 


10,443,884 50 
164,488 96 
1,676,227 84. 
15,000 00. 
11,061,739 00 
2,328,591 00 
86,431 45 


4 73 
3,101,768 93 
106,125 35 
130,098 74 
8,987 07 
75,000 00 
75,000 00 
16,831 31 
57,500 00 
2,500 00 
3,244,922 00 
331,950 29 
12,000 00 
13,234,576 00 
1,022,799 33 
30,366 40 
20,509,484 50 
49,076 15 
35,518 51 
62,336 60 
761,777 60 
1,122,090 39 


1,342,713 69 
1,745,061 00 
5,253,027 50 


Public Works Department, Sewer Service 

Registry Department . 

Sinking Funds Department 

Department of Veterans’ Services 

Statistics Department 

Street Laying-Out Depar tment 

Supply Department : 

Treasury Department . ; 

Weights and Measures Department . 

Board of Real Estate Commissioners 

Reserve Fund 

Snow Removal 

Workmen’s Compensation . 

Executions of Court, Damage Claims, and Reimburse- 
ments F : 

Pensions and Annuities 

Boston Housing Authority 

City Record, Publication of 

Civil Defense Activities 

Classification and Compensation Plan, Establishment of 


TOTAL 


16 


1952 
Appropriations 
$824,453 77 
137,588 77 
3,790 00 
1,696,910 39 
24,106 64 
260,055 02 
107,971 82 
194,216 22 
82,634 99 
96,897 96 
150,000 00 
450,000 00 
150,000 00 


260,000 00 
2,950,000 00 
27,000 00 
48,417 48 
70,973 74 
1,200,000 00 


$92,357,232 59 


1953 
Department 
Estimates 
$1,045,745 84 
148,005 82 

2,725 00 
1,948,660 73 
24,112 38 
347,728 62 
131,951 27 
213,219 64 
95,610 38 
110,530 19 
150,000 00 
400,000 00 
200,000 00 


260,000 00 
3,270,000 00 
27,000 00 
50,576 87 
73,194 12 


$99,730,075 26 


1953 
Allowances 


$858,462 50 
144,756 22 
2,725 00 
1,829,728 40 
8,312 20 
278,595 00 
123,100 73 
205,034 79 
83,932 88 
84,663 10 
150,000 00 
400,000 00 
200,000 00 


260,000 00 
3,250,000 00 
27,000 00 
47,576 87 
70,000 00 


$92,925,838 04 


COUNTY MAINTENANCE 
SUMMARY 


ke 
aM.” ee 
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4 
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COUNTY MAINTENANCE 


TOTAL 


SUMMARY 
1952 

Appropriations 
Suffolk County Court House, Custodian $578,000 97 
County Buildings oer) Pe 180,255 41 
Suffolk County Jail 392,182 98 
Supreme Judicial Court 85,284 75 
Superior Court, Civil Session, General Expenses 661,004 39 
Superior Court, Civil Session, Clerk’s Office 327,283 48 
Superior Court, Criminal Session, Clerk’s Office 710,582 94 
Probate Court. a 58,662 01 
Municipal Court, City of Boston. 808,679 79 
Municipal Court, Charlestown District 56,517 70 
East Boston District Court 58,189 78 
Municipal Court, South Boston District. 65,237 08 
Municipal Court, Dorchester District 91,725 02 
Municipal Court, Roxbury District . 208,117 83 
Municipal Court, West Roxbury District 67,076 54 
Municipal Court, Brighton District . 48,065 00 
Boston Juvenile Court 78,444 46 
District Court of Chelsea 68,713 50 
Registry of Deeds 415,190 52 
Insanity Cases 50,215 00 
Medical Examiner Service, Northern Division 39,125 91 
Medical Examiner Service, Southern Division 28,759 50 
Associate Medical Examiner Service, Northern Division 3,032 50 
Associate Medical Examiner Service, Southern Division 3,077 50 
Miscellaneous Expenses, Sheriff Slee RE 7,935 00 
Miscellaneous Expenses, Treasury 5,286 64 
Penal Institutions Department, Central Office 68,122 79 
Penal Institutions Department, House of Correction 866,452 42 
Middlesex County Training School . 60,000 00 
Pensions and Annuities (County) 95,000 00 
Social Law Library oA! 2,000 00 


$6,189,221 41 


1953 

Department 
Estimates 
$706,961 74 
208,167 34 
535,338 61 
101,302 99 
677,049 04 
335,810 44 
723,716 35 
64,134 00 
854,381 38 
61,869 66 
65,117 30 
71,750 16 
101,771 90 
237,955 65 
77,938 48 
53,761 83 
95,113 36 
74,623 35 
439,270 25 
58,215 00 
40,600 50 
27,155 34 
3,032 50 
3,677 50 
9,675 00 
5,650 65 
75,085 09 
1,129,010 84 
60,000 00 
120,000 00 
2,000 00 


$7,020,636 25 


1953 
Allowances 


$632,557 49 
200,089 64 
433,670 61 

83,753 65 
677,049 04 
333,275 44 
707,054 00 

58,658 00 
838,940 00 

60,897 16 

62,003 66 

69,551 46 

97,271 56 
230,703 90 

71,858 76 

50,230 33 

86,140 57 

72,982 35 
426,654 02 

58,215 00 

40,600 50 

27,155 34 

3,532 50 
3,677 50 
9,675 00 
5,650 65 

73,732 99 
914,472 50 

60,000 00 
120,000 00 

2,000 00 


$6,512,053 62 
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INCOME DEPARTMENTS 
SUMMARY 
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INCOME DEPARTMENTS 


SUMMARY 
1953 
1952 Department 1953 
Appropriations Estimates Allowances 
Public Works Department, Sumner Tunnel . $570,406 16 $618,092 63 $570,779 48 
Collecting Department, Water Division. . .. 195,285 13 183,912 37 183,912 37 
Public Works Department, Water Service .  .. 2,593,112 00 2,821,624 00 2,631,714 00 
Printing Department . ; 861,827 35 840,650 24 820,415 24 
Pensions and Annuities. : 70,000 00 95,000 00 95,000 00 
ToTALs . : : : ; : fee $4,290,630 64 $4,559,279 24 $4,301,821 09 
GRAND SUMMARY 
1953 
1952 Department 1953 
Appropriations Estimates Allowances 
CITY MAINTENANCE . : . $92,357,232 59 $99,730,075 26 $92,925,838 04 
COUNTY MAINTENANCE . E 5 ; ; 6,189,221 41 7,020,636 25 6,512,053 62 
TOTAL (Raised in tax levy). . $98,546,454 00 $106,750,711 51 $99,437,891 66 


The following amounts for Income Departments, which are self-supporting, do not require appropriations 
in the tax levy. 


MEME DEPARTMENTS . . . . . . $4,290,630 64 $4,559,279 24 $4,301,821 09 
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PART II 
APPROPRIATIONS AND TAX ORDERS FOR THE 
FINANCIAL YEAR 1953 
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APPROPRIATIONS AND TAX ORDERS FOR THE FINANCIAL YEAR 1953 


Ordered, That to meet the current expenses payable during the financial year beginning with the first day of 
January, 1953, for performing the duties and exercising the powers devolved by statute or ordinance, or by vote 
of the City Council during the year, upon the City of Boston, or County of Suffolk, or the departments or officers 
thereof, the respective sums of money specified in the tables and schedules hereinafter set out be, and the same 
are, hereby appropriated for the several departments and for the objects and purposes hereinafter stated. 


Ordered, That the appropriation for Water Service, current expenses, and the payment to the state, under 
the provisions of chapter 488 of the Acts of 1895, and acts in addition or amendment thereto, and for the interest 
and debt requirements or for loans issued for water purposes, be met by the income of said works and any excess 
over income from taxes; that the appropriation for Printing Department be met by the department income and any 
excess Over income from taxes; that the appropriation for the Sumner Traffic Tunnel be met by the income from tolls 
and any excess over income from taxes, in accordance with the provisions of section 11, chapter 297, of the Acts 
of 1929, as amended by chapter 74 of the Acts of 1935; that appropriations for the maintenance and operation of 
parking meters and the regulation of parking and other traffic activities incident thereto, be met by the income 
from parking meter fees; that the other appropriations hereinafter specified be met out of the money remaining in 
the treasury at the close of business on December 31, 1952, exclusive of the money raised by loan or needed to carry 
out the requirements of any statute, gift, trust or special appropriation; by the income of the financial year begin- 
ning January 1, 1953; by taxes on the polls and estates in the City of Boston; and by the proceeds of any duly 
authorized loans. 


Ordered, That all sums of money which form no part of the income of the city, but shall be paid for services 
rendered or work done by any department or division for any other department or division, or for any person or 
corporation other than the City of Boston, be paid into the general treasury, and that all contributions made to 
any appropriation be expended for the objects and purposes directed by the several contributors thereof. 


Ordered, That all taxes raised to meet the appropriations of the city, and all taxes assessed for meeting the 
city’s proportion of the state tax for the year 1953, or for any other taxes or assessments payable to the Common- 
wealth, shall be due and payable on July 1, 1953. Interest shall be charged at the rate of 4 per cent per 
annum and computed from October 1, 1953, on all real estate and personal property taxes remaining unpaid after 
November 1, 1953, and assessed and payable in the year 1953, before said November 1, 1953, until such taxes are 
paid. All interest which shall have become due on taxes shall be added to and be part of such taxes. 


Ordered, That except as the appropriation for any purpose or item shall be increased by additional appro- 
priations or transfers lawfully made, no money shall be expended by any department for any of the purposes or 
items designated in the tables and schedules hereinafter set out in excess of the amount set down as appropriated 
for such specific purpose or item. 
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CITY MAINTENANCE 


er. 
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Ge atte be 
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CITY MAINTENANCE 


ART DEPARTMENT 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SUPPLIES AND MATERIALS 


ASSESSING DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 


Se epee ANU. SUbscriptions. -. ° ». es sk aeE wees) 8 $315 00 
470. Rents . 11 Ie ee ce oi 1) Ra eee ; 1,800 00 
EQUIPMENT Ae rhhe ae 
510. Electrical and mechanical machinery and equipment $3,500 00 
560. Office furniture and uo a ts 2,000 00 
593. Library books . ; 300 00 


AUDITING DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 


420. Dues and subscriptions . ; $3.24 00 
430. Bondandinsurance premiums . . . .. . 525 00 
470. Rents . Yea pes me ' 15 00 
EQUIPMENT ’ pares 2 Here PONTE OMT PT Cry, i) Be 
593. Library junc, EURO 1S vie io Saiascaamaeaiaa $100 00 


BOSTON RETIREMENT BOARD 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

EQUIPMENT : ; | : 
593. Library books . ed LULA $65 00 


STATE-BOSTON RETIREMENT SYSTEM, EXPENSE FUND 


2: oat da 


BOSTON TRAFFIC COMMISSION 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 


420. Duesand subscriptions . . . . . .. . $225 00 
_ 430. Bond and insurance a a eee ae 242 50 
440. Licenses. 96 00 
496. Taxes (real estate and water on city-owned proper ty) 120 00 


ol 


$1,032 00 
1,570 00 
10 00 


$2,612 00 


$582,416 30 
10,750 00 
25,205 00 

2,115 00 


5,800 00 


$626,286 30 


$275,821 16 
6,920 00 
14,700 00 
864 00 


100 00 


$298,405 16 


$17,385 83 
13,075 00 
650 00 

65 00 


$31,175 83 
$75,303 30 


$524,919 15 
51,900 00 
68,075 00 

683 50 
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BOSTON TRAFFIC COMMISSION—Continued 


EQUIPMENT ; 
500. Automotive equipment 


510. Electrical and mechanical machinery and equipment 


520. Engineering and scientific equipment 

560. Office furniture and equipment 

570. Public works equipment 

580. Signal equipment 

591. Agriculture, park and recreation equipment. 
593. Library books . ; 
594. Motorless vehicles 


BUDGET DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS ; 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


EQuIPMENT 
593. Library books 


BUILDING DEPARTMENT 


PERSONAL SERVICES 

CoNTRACTUAL SERVICES 

SUPPLIES AND MATERIALS : 

CURRENT CHARGES AND OBLIGATIONS | 
420. Dues and subscriptions 
430. Bond and insurance haces 
440. Licenses ’ : 


EQUIPMENT 3 
560. Office furniture and equipment 
593. Library books , 


BOARD OF APPEAL 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SuPPLIES AND MATERIALS 


BOARD OF EXAMINERS 


PERSONAL SERVICES 

CoNTRACTUAL SERVICES 

SuPPLIES AND MATERIALS ; 

CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 


32 


5, Madan $28,955 00 
$5,300 00 
1,700 00 
245 00 
2,000 00 
375 00 
19,000 00 
160 00 
125 00 
50 00 

$674,532 65 

$57,561 40 

584 80 

1,200 00 

ah 44 00 
$44 00 

i ihe 50 00 
$50 00 

$59,440 20 

$428,566 14 

47,450 00 

5,350 00 

il 108 00 
$60 00 
45 00 
3 00 

fer sy 555 00 
$165 00 
390 00 

$482,029 14 

$25,197 58 

843 00 

302 00 

$26,342 58 

$8,647 98 

8 60 

300 00 

5 00 
$5 00 

$8,961 58 
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REZONING STUDY 


CITY CLERK DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS | 
420. Dues and subscriptions 
430. Bond and insurance premiums 
470. Rents . F ; : 


EQUIPMENT : 
560. Office furniture and equipment 
593. Library books . 


CITY COUNCIL 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


EQUIPMENT ’ 
560. Office furniture and equipment 
593. Library books 
599. Other equipment 


CITY COUNCIL PROCEEDINGS 
CONTRACTUAL SERVICES. 


CITY DOCUMENTS 
CONTRACTUAL SERVICES 


CITY PLANNING BOARD 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SuPPLIES AND MATERIALS / 

CURRENT CHARGES AND OBLIGATIONS. 
420. Dues and subscriptions 


EQUIPMENT 
520. Engineering and scientific equipment 
560. Office furniture and coda: 
593. Library books 


~ $105 00 
55 00 
10 00 


" $150 00 
150 00 


" $300 00 


$1,385 00 
350 00 


1,000 00 


BOARD OF ZONING ADJUSTMENT 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SUPPLIES AND MATERIALS 


33 


$78,909 18 
3,445 00 
5,525 00 

170 00 


300 00 


$88,349 18 


$115,599 50 


17,550 00 
5,550 00 
300 00 


2,735 00 


$141,734 50 


$14,000 00 


$30,000 00 


$71,550 36 
3,150 00 
650 00 
585 00 


422 50 


$76,357 86 


$1,060 00 
575 00 
250 00 


$1,885 00 


$20,000 00 


a ae ce 


Ph 


ae eed 
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COLLECTING DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS. 
430. Bond and insurance premiums 
470. Rents . ; : 


EQUIPMENT :, 
560. Office furniture and equipment 
593. Library books 


ELECTION DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS | 
420. Dues and subser aoe 
470.9 Rentse 


EQUIPMENT ! 
560. Office furniture and equipment 
593. Library books 


FINANCE COMMISSION 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
470. Rents . f 
499. Other current charges and obligations 


EQUIPMENT : 
560. Office furniture and equipment 
593. Library books 


FIRE DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS. 
420. Dues and subscriptions 
430. Bond and insurance premiums 
470. Rents . E : 4 


EQUIPMENT 


510. Electrical and mechanical machinery and equipment. 


520. Engineering and scientific equipment 
530. Firefighting equipment t 

540. Household furniture and equipment 
590. Medical, dental and hospital wpa 
560. Office furniture and equipment 

580. Signal equipment SL: 

593. Library books 

599. Other equipment 


ot 


$5,220 00 
132 00 


" $642 50 
455 00 


$10 00 
6,900 00 


~ $500 00 
170 00 


~ $210 00 
5,693 00 


4,747 00 . 


~ $100 00 
175 00 


" $400 00 
135 00 
5,449 50 


$10,000 00 
1,000 00 
48,000 00 
4,000 00 
2,745 00 
5,000 00 
40,000 00 
300 00 
1,500 00 


$157,443 52 
4,340 00 
30,000 00 
5,352 00 


1,097 50 


$198,233 02 


$375,243 29 
109,525 00 
36,450 00 
6,910 00 


670 00 


$528,798 29 


$45,600 00 
2,675 00 
800 00 
10,650 00 


275 00 


$60,000 00 


$9,717,000 00 


227,330 00 
381,025 00 
5,984 50 


112,545 00 


$10,443,884 50 


FIRE DEPARTMENT — ELECTRICAL INSPECTION DIVISION 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SUPPLIES AND MATERIALS i 
CURRENT CHARGES AND OBLIGATIONS | 
420. Dues and subscriptions 
430. Bond and insurance premiums 


et 


5. EQuriIpMENT ; 
593. Library books 


HEALTH DEPARTMENT 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SUPPLIES AND MATERIALS 
CuRRENT CHARGES AND OBLIGATIONS. 
420. Dues and subscriptions 
430. Bond and insurance premiums 
440. Licenses : : f 
470. Rents . : 
499. Other current charges and obligations : 


rer. 


EQUIPMENT 
540. Household furniture and equipment 
550. Medical, dental and hospital punnient 
560. Office furniture and en 
593. Library books 


or 


FEDERAL PUBLIC HEALTH PROGRAM 


HOSPITAL DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
430. Bond and insurance premiums 
440. Licenses ‘ : : 
470. Rents . 


PPT 


5. EQurireMENT 
500. Automotive equipment 
510. Electrical and mechanical machinery and equipment 
520. Engineering and scientific equipment . 
530. Firefighting equipment 
540. Household furniture and equipment 
550. Medical, dental and hospital equipment 
560. Office furniture and equipment 
591. Agriculture, park and recreation equipment 
593. Library books OAS ee : 
594. Motorless vehicles 
599. Other equipment 


7. STRUCTURES AND IMPROVEMENTS 
26-11 Installations, Alterations and Repairs 


$55 00 
40 00 


$65 00 


$100 00 
10 00 
30 00 

1,398 00 

200 00 


$600 00 
5,000 00 
875 00 
130 00 


$3100 00 
600 00 
25 00 
4,000 00 


$8,700 00 
50,000 00 
39 00 
1,500 00 
50,000 00 
100,000 00 
20,000 00 
250 00 
1,500 00 
8,800 00 
1,500 00 


$50,000 00 


$164,488 96 


$1,380,924 84 


233,510 00 
53,450 00 
1,738 00 


6,605 00 


$1,676,227 84 


$15,000 00 


$7,925,000 00 


458,325 00 


2,378,400 00 


7,725 00 


242,289 00 


50,000 00 


$11,061,739 00 


Pe Se Boe 


kab 


OO 


Pere 


HOSPITAL DEPARTMENT —SANATORIUM DIVISION 

PERSONAL SERVICES 

CoNTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CurRENT CHARGES AND OBLIGATIONS. 3) 2 ees 
420. Dues and subscriptions $125 00 
430. Bond and insurance premiums 40 00 
440. Licenses ; ; 6 00 

EQUIPMENT p Me i oe 
510. Electrical and mechanical machinery a and equipment $8,450 00 
530. Firefighting equipment 450 00 
540. Household furniture and equipment 6,500 00 
550. Medical, dental and hospital equipment 8,900 00 
560. Office furniture and equipment 1,000 00 
591. Agriculture, park and recreation equipment 125 00 
593. Library books : 100 00 
594. Motorless vehicles 1,000 00 
599. Other equipment 25 00 

STRUCTURES AND IMPROVEMENTS ; deh Lis 
1-06-21 Installations, Alterations, and Repairs $50,000 00 


INSTITUTIONS DEPARTMENT — CENTRAL OFFICE 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 
CURRENT CHARGES AND OBLIGATIONS 


420. Dues and subscriptions $80 00 
430. Bond and insurance premiums 10 00 
EQUIPMENT Set 
560. Office furniture and equipment $159 00 
593. Library books 65 00 


$1,582,500 00 
146,950 00 
522,420 00 

171 00 


26,550 00 


50,000 00 
$2,328,591 00 


$82,847 45 
1,985 00 
1,285 00 

90 00 


224 00 


$86,431 45 


INSTITUTIONS DEPARTMENT — CHILD WELFARE DIVISION 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS. 


420. Dues and subscriptions $548 00 
440. Licenses 6 00 
470. Rents . 8 00 
EQUIPMENT : 
550. Medical, dental and hospital equipment $50 00 
593. Library ‘books 65 00 


$113,740 26 
528,625 00 
94,130 00 
562 00 


115 00 


$737,172 26 


INSTITUTIONS DEPARTMENT — LONG ISLAND HOSPITAL 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 
CURRENT CHARGES AND OBLIGATIONS. 


420. Dues and subscriptions $400 00 
430. Bond and insurance premiums 10 00 
440. Licenses Ange athe 30 00 
470. Rents . 60 00 
496. Taxes (real estate and water—on city-owned property) 319 00 


36 


$1,212,000 00 
174,089 75 
603,820 00 

819 00 


5. 


a 


or 


ae 


EQUIPMENT : 
500. Automotive equipment 
510. Electrical and mechanical machinery and equipment 
520. Engineering and scientific equipment 
540. Household furniture and equipment 
550. Medical, dental and hospital equipment 
560. Office furniture and equipment 
591. Agriculture, park and recreation equipment 
593. Library books , f 
594. Motorless vehicles 
599. Other equipment 


STRUCTURES AND IMPROVEMENTS ; ane 
26-31. Special Improvements and Repairs 


LAW DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS: 
420. Dues and subscriptions 
430. Bond and insurance premiums 
470. Rents . ; : ; 


EQUIPMENT 
560. Office furniture and equipment 
593. Library books 


$1,700 00 
3,500 00 
500 00 
15,000 00 
22,000 00 
2,500 00 
"600 00 
150 00 
3,000 00 
643 00 


$100,000 00 


$1,500 00 
20 00 
180 00 


~ $380 00 
1,000 00 


WORKMEN’S COMPENSATION SERVICE 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


EQUIPMENT 
593. Library books 


LIBRARY DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS j 

CURRENT CHARGES AND OBLIGATIONS: 
420. Dues and subscriptions 
430. Bond and insurance pape 
470. Rents . ; 


EQUIPMENT 
510. Electrical and mechanical machinery and equipment 
530. Firefighting equipment , ' 
540. Household furniture and equipment 
560. Office furniture and equipment 
591. Agriculture, park and recreation equipment 
593. Library books 
594. Motorless vehicles 
599. Other equipment 
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$50 00 


$60 00 


$12,500 00 
850 00 
66,546 00 


$600 00 
355 00 
2,500 00 
15,000 00 
25 00 
65,000 00 
900 00 
100 00 


$49,593 00 


100,000 00 


$2,140,321 75 


$318,280 91 
110,350 00 
5,700 00 
1,700 00 


1,380 00 


$437,410 91 


$33,374 73 
200 00 
1,040 00 
50 00 


60 00 


$34,724 73 


$2,429,925 93 


225,747 00 
281,720 00 
79,896 00 


84,480 00 


$3,101,768 93 


LICENSING BOARD 


1. PERSONAL SERVICES 

2. CONTRACTUAL SERVICES 

3. Supplies AND MATERIALS : 

4. CURRENT CHARGES AND OBLIGATIONS : : é 
470. Rents . $10,941 00 

5. EQuIPMENT : : 
560. Office furniture and equipment $488 15 
593. Library books 250 00 

MAYOR, OFFICE EXPENSES 

1. PERSONAL SERVICES 

2. CONTRACTUAL SERVICES . 

3. SuppLies AND MATERIALS 

4. CuRRENT CHARGES AND OBLIGATIONS ‘ , ! 
420. Dues and subscriptions $4,391 00 
430. Bond and insurance premiums 60 00 
440. Licenses : ; : . 7 50 
470. Rents . ‘ . ‘ ; ; 540 00 
499. Other current charges and obligations ; ais 9,000 00 

5. EQUIPMENT ; : . 
560. Office furniture and equipment $170 00 
593. Library books 100 00 
599. Other equipment 150 00 


MUNICIPAL EMPLOYMENT BUREAU 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SupPLIES AND MATERIALS 


i 


CONVENTIONS AND ENTERTAINMENT OF _ DISTINGUISHED 
GUESTS Re wipiet ie Oecai es Sy ae eee 


PUBLIC CELEBRATIONS 


CARE OF VETERANS’ GRAVES 


PERSONAL SERVICES 

CONTRACTUAL SERVICES . 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and substriptions 


al aaah 


5. EQUIPMENT 
560. Office furniture and equipment 
599. Other equipment 


BOND ALLOTMENT PLAN 


CIVIC IMPROVEMENT COMMITTEE 


$5 00 


~ $120 00 
125 00 
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$86,129 00 
3,687 20 
4,630 00 
10,941 00 


738 15 


$106,125 35 


$97,095 24 

7,025 00 
11,560 00 
13,998 50 


420 00 


$130,098 74 


$8,917 07 
20 00 
50 00 


$8,987 07 


$75,000 00 
$75,000 00 


$15,846 31 
435 00 
300 00 

5 00 


245 00 


$16,831 31 
$57,500 00 


$2,500 00 


1 

2. 

3. 

4, 
420. 
430. 
470. 


PARK DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS ; 
CURRENT CHARGES AND OBLIGATIONS 


Dues and subscriptions 
Bond and insurance premiums 
Rents . ; 


5. EQUIPMENT 


500. 
510. 
520. 
530. 
540. 
560. 
570. 
591. 
593. 
594. 
599. 


Automotive equipment 


Electrical and mechanical machinery and equipment, 


Engineering and scientific equipment 
Firefighting equipment 

Household furniture and equipment 

Office furniture and equipment 

Public Works equipment 

Agriculture, park and recreation equipment 
Library books , ; 
Motorless vehicles 

Other equipment 


7. STRUCTURES AND IMPROVEMENTS 


23-19 Reconstruction and Repair 


Roadways 


31-21 Rehabilitation of Fr anklin Park 7,00 


8. LAND AND NON-STRUCTURAL IMPROVEMENTS TO LAND . 
31-14 Park and Playground Improvements 
31-43 Control of Dutch Elm Disease . 


oe oe 


420. 
430. 
470. 


of Parkways and 


” $905 00 
155 00 
12,000 00 


$15,000 00 
1,030 00 
400 00 
750 00 
200 00 
350 00 
5,832 00 
7,500 00 
100 00 
100 00 
1,200 00 


$75,000 00 
30,000 00 


$90,000 00 
50,000 00 


PARK DEPARTMENT — CEMETERY DIVISION 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS ; 
CURRENT CHARGES AND OBLIGATIONS 


Dues and subscriptions 
Bond and insurance premiums 
Rents . 


5. EQUIPMENT 


510. 


560. 
591. 
592. 
593. 


Electrical and mechanical machinery and equipment, 


Office furniture and equipment 
Agriculture, park and recreation equipment 
Cemetery equipment ; 
Library books 


8. Lanp AND NON-STRUCTURAL IMPROVEMENTS TO LAND 
33 - 26 Mount Hope Cemetery 
33 -27 Fairview and Evergreen Cemeteries. 


BOARD OF RECREATION 
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$20 00 
40 00 
2,000 00 


$1,000 00 
75 00 
300 00 
21,000 00 
130 00 


$25,500 00 


3,000 00 


$2,403,000 00 
285,950 00 
266,150 00 

12,360 00 


32,462 00 


105,000 00 


140,000 00 


$3,244,922 00 


$255,860 29 
14,665 00 
8,360 00 
2,060 00 


22,505 00 


28,500 00 


$331,950 29 


$12,000 00 


a ca ae 


St ta Hes 


qr 


dele Ee 


oo NO 


POLICE DEPARTMENT 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SUPPLIES AND MATERIALS 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
430. Bond and insurance premiums 
440. Licenses : : : ; 
470. Rents . ; . 
499. Other current charges and obligations : 


EQUIPMENT 
500. Automotive equipment 
510. Electrical and mechanical equipment 
520. Engineering and scientific equipment 
530. Firefighting equipment ; ! 
560. Office furniture and equipment 
580. Signal equipment 


591. Agriculture, park and recreation equipment 


593. Library books 
599. Other equipment 


$1,700 00 
375 00 
50 00 
4,700 00 
200 00 


$79,800 00 
500 00 
300 00 
6,700 00 
9,325 00 
7,000 00 

50 00 
2,520 00 
12,300 00 


PUBLIC BUILDINGS DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS : 

CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 
470. Rents . 


494, Payments for support of militia companies 


EQUIPMENT : 
520. Engineering and scientific equipment 
530. Firefighting equipment 
560. Office furniture and equipment 
593. Library books ; 

599. Other equipment 


MARKET DIVISION 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


PUBLIC WELFARE DEPARTMENT — CENTRAL OFFICE 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS. 
420. Dues and subscriptions 
430. Bond and insurance premiums 
440. Licenses. : 
461. Aid to depertdent children 
462. General relief 
463. Old age assistance . 
465. Aid to Sierra and totally disabled 
470. Rents. 
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$20 00 
45,000 00 
35,350 00 


$100 00 
200 00 
200 00 

75 00 
150 00 


$5 00 


$12,252,500 00 


416,331 00 
440,225 00 
7,025 00 


118,495 00 


$13,234,576 00 


$689,379 33 
199,750 00 
52,575 00 
80,370 00 


725 00 


$1,022,799 33 


$27,893 90 
1,202 50 
1,265 00 

5 00 


$30,366 40 


$1,508,000 00 
67,500 00 
97,935 00 

18,824,874 50 
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EQuIPMENT ; 
500. Automotive equipment 
560. Office furniture and equipment 
593. Library books 


PUBLIC WELFARE DEPARTMENT — 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBL IGATIONS | 
420. Dues and subscriptions 
430. Bond and insurance premiums 


EQUIPMENT 
540. Household furniture and equipment 


PUBLIC WELFARE DEPARTMENT — 


Oa $11,175 00 
$575 00 

10,000 00 
600 00 


$20,509,484 50 


TEMPORARY HOME 


$32,276 15 

2,400 00 

14,120 00 

A 30 00 
$25 00 
5 00 

ay 250 00 
$250 00 


$49,076 15 


WAYFARERS’ LODGE 


PERSONAL SERVICES $15,718 01 
CONTRACTUAL SERVICES 3,205 00 
SUPPLIES AND MATERIALS 16,532 50 
CURRENT CHARGES AND OBLIGATIONS. ; i 63 00 
420. Dues and subscriptions $63 00 
$35,518 51 
PUBLIC WORKS DEPARTMENT — CENTRAL OFFICE 
PERSONAL SERVICES : $59,799 60 
CONTRACTUAL SERVICES é 1,172 00 
SuPPLIES AND MATERIALS . 1,200 00 
CURRENT CHARGES AND OBLIGATIONS. : 65 00 
420. Dues and subscriptions $50 00 
430. Bond and insurance premiums 15 00 
EQUIPMENT : 100 00 
593. Library books $100 00 
$62,336 60 
PUBLIC WORKS DEPARTMENT — AUTOMOTIVE DIVISION 
PERSONAL SERVICES $436,805 60 
CONTRACTUAL SERVICES 61,015 00 
SUPPLIES AND MATERIALS 158,935 00 
CurRENT CHARGES AND OBLIGATIONS: 8,707 00 
420. Dues and subscriptions $7 00 
440. Licenses 4 1,200 00 
470. Rents . 7,500 00 
EQUIPMENT ; ; 96,315 00 
500. Automotive equipment $50,000 00 
510. Electrical and mechanical machinery and equipment 500 00 
530. Firefighting equipment 250 00 
560. Office furniture and equipment 565 00 
570. Public works equipment 45,000 00 
$761,777 60 
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PUBLIC WORKS DEPARTMENT — BRIDGE SERVICE 


PERSONAL SERVICES Oe kc a Oe i i oh Scene RN rae a $785,322 39 
CoNnTRACTUAL SERVICES Pada set | dr, ee Cae RRR RM aes es 22,770 00 
SuPPLIES AND MATERIALS... yeh A eth ab ee 36,822 00 
CURRENT CHARGES AND CGumckrione® ©, | (i) MOPMIRI a aa oyiitty7) | 420 00 
420. Duesandsubscriptions .. : : RE Scene $20 00 
470,'. Rentas Annan aes ge we 400 00 
EQUIPMENT : re Sore SOR, ee ee eee 1,756 00 
520. Engineering and scientific equipment : ; ; ; $150 00 
540. Hausehold furniture and equipment. Sow as 110 00 
560. Office furniture and oa iE ARMAS Ca 230 00 
503) Library books re. eee ceo ae 3 00 
599. Othebeduipmentiy rr oes ; 1,263 00 
STRUCTURES AND IMPROVEMENTS : ; : : : : ; 3 ; 275,000 00 
23-12 Bridges, Repairs,etc. . . . . =. ~ =. +... $275,000 00 


$1,122,090 39 


PUBLIC WORKS DEPARTMENT — LIGHTING SERVICE 


PERSONAL SERVICES PEPE STE C8 Peet nr V8 ieee Nor nae ff 9 piety $12,603 69 
CoNTRACTUAL SERVICES CO tt eam 1,330,010 00 
SUPPLIESMAND SMATERIALIS ©. 0. 6. 9. |. Jk SRE DO Dos eggeme. 100 00 


$1,342,713 69 


PUBLIC WORKS DEPARTMENT — PAVING SERVICE 


PERSONAL SERVICES CLEFT Va ARR Oe eg. 0 BR $1,427,000 00 
CONTRACTUAL SERVICES mE Weer ah SNR TOE We Se GE Meee es. ones 7,860 00 
SUPPLIES AND MATERIALS... PRYDE ROW RANE SR EnWe VE, ee eee 135,620 00 
CURRENT CHARGES AND ORAIGATYONS WNL 4) 6 on eo 191 00 
420. Duesand subscriptions . . . . Lie Dott dak ais $50 00 
430. Bond and insurance premiums . . . .. . 40 00 
470. Rents . ‘ : ; : : : ; : : ; 101 00 
EQUIPMENT : sizeutle ; 890 00 
510, Electrical and mechanical machinery and equipment . $200 00 
520. Engineering and scientific equipment .. : 100 00 
540. Household furniture and equipment . . .. . 100 00 
560. Office furniture andequipment . . . ... 300 00 
AOS hs LAIDTATVEDORKegaes pera > ee ad SS) og) ae 190 00 
STRUCTURES AND IMPROVEMENTS oi) AGN NED CMNP oman eM ey eae 173,500 00 
23-14 Reconstruction of Streets . . $85,000 00 
23-15 Sidewalks, Construction and Reconstruction of . 80,000 00 
23-17 Street Signs Rm ay Ana et re te 8,500 00 
$1,745,061 00 
PUBLIC WORKS DEPARTMENT — SANITARY SERVICE 
PERSONAL SERVICES + i ce erm neh UN $2,530,000 00 
CONTRACTUAL SERVICES SRGOR OE Vee le! pigetl asin ghee ae 2,685,450 00 
SuPPLIES AND MATERIALS Stik ant +, pone eT OPES 30,575 00 
CURRENT CHARGES AND OBLIGATIONS. yi Qut De Aa a Be 307 50 
420. Duesand subscriptions . ... ed ee $50 00 
440. Licenses. i See : : : ; weir J 100 00 
470. Rents... So ee 150 00 
499. Other current charges and obligations Wa he a 7 50 
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EQUIPMENT. 
510. Electrical and mechanical machinery and d equipment . 
530. Firefighting equipment : 
540. Household furniture and equipment 
560. Office furniture and equipment 
570. Public Works seb yates 
593. Library books 
594. Motorless vehicles 
599. Other equipment 


$1,000 00 
250 00 
25 00 


200 00 


3,400 00 
20 00 
1,500 00 
300 00 


PUBLIC WORKS DEPARTMENT — SEWER SERVICE 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SupPLIES AND MATERIALS 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
430. Bond and insurance premiums ; 
496. ‘Taxes (real estate and water, on city- -owned property) 


EQUIPMENT j 
510. Electrical and mechanical machinery and equipment 
520. Engineering and scientific equipment . ; 
530. Firefighting equipment ; ; 

560. Office furniture and equipment 
570. Public Works aN 

- §93. Library books 
599. Other equipment 


REGISTRY DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS. 
420. Dues and subscriptions 
430. Bond and insurance premiums 
440. Licenses : ! 


EQUIPMENT ; 
560. Office furniture and equipment 
593. Library books ; 


$34 50 
5 00 
650 00 


$800 00 
100 00 
1,000 00 
150 00 
1,600 00 
15 00 
50 00 


$60 00 
50 00 
21 00 


" $175 00 
25 00 


SINKING FUNDS DEPARTMENT 


PERSONAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
470. Rents . ; 


~ $150 00 


VETERANS SERVICES DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 


420. Dues and subscriptions 

430. Bond and insurance premiums 
440. Licenses 

464. Veterans’ benefits and burials 
470. Rents . 
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~ $103 00 
315 00 
10 00 


- 1,550,000 00 


102 00 


$6,695 00 


$5,253,027 50 


$691,000 00 
143,320 00 
19,738 00 
689 50 


3,715 00 


$858,462 50 


$125,320 22 
10,580 00 
8,525 00 
131 00 


200 00 


$144,756 22 


$2,150 00 
425 00 
150. 00 


$2,725 00 


$268,500 00 
4,095 40 
5,625 00 

1,550,530 00 


a TS 


PN 


Or 


aseh tet ce 


oY ber 


VETERANS SERVICES DEPARTMENT — Continued 


EQUIPMENT 
550. Medical, dental and hospital equipment 
560. Office furniture and ae 
593. Library books 


STATISTICS DEPARTMENT 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SuPPLIES AND MATERIALS 


$3 00 
875 00 
100 00 


STREET LAYING-OUT DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
430. Bond and insurance premiums 


EQUIPMENT ! 
520. Engineering and scientific equipment 
560. Office furniture and een 
593. Library books 


SUPPLY DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
470. Rents . ; : 


EQUIPMENT 
560. Office furniture and equipment 
593. Library books 


TREASURY DEPARTMENT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS . 

CURRENT CHARGES AND OBLIGATIONS: 
420. Dues and subscriptions 
430. Bond and insurance premiums 
470. Rents . ! ‘ . ; 


EQUIPMENT 


560. Office furniture and equipment 
593. Library books . 
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$50 00 
20 00 


$2,150 00 


2,900 00 
150 00 


~ $150 00 


96 00 


" $150 00 


120 00 


$37 00 
8,822 78 
650 00 


$1,250 00 


289 00 


$978 00 


$1,829,728 40 


$8,242 20 
20 00 
50 00 


$8,312 20 


$260,000 00 
6,700 00 
6,625 00 

70 00 


5,200 00 


$278,595 00 


$111,999 73 
4,385 00 
6,200 00 

246 00 


270 00 


$123,100 73 


$149,981 01 
32,455 00 
11,550 00 

9,509 78 


1,539 00 


$205,034 79 


WEIGHTS AND MEASURES 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS. 
420. Dues and subscriptions 
430. Bond and insurance premiums 
440. Licenses j ; 
470: Rents . 


‘giscna = 


5. EQurIpMENT , 
500. Automotive equipment 
599. Other equipment 


DEPARTMENT 


$5 00 
15 00 
36 00 
1,368 00 


$1,500 00 
150 00 


BOARD OF REAL ESTATE COMMISSIONERS 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
430. Bond and insurance premiums 
440. Licenses : : f 
470. Rents . 


oo 


5. EQuipMENT 
593. Library books 


RESERVE FUND 


~ $100 00 


(For transfer purposes as authorized under Chapter 40, Section 5A, 


of the General Laws.) 


SNOW REMOVAL 


(For the payment of materials, supplies, equipment, contracts, overtime 
and other services incidental to the handling and removal of snow.) 


WORKMEN’S COMPENSATION . 


EXECUTIONS OF ma? DAMAGE CLAIMS, AND CrmMMEE GS 


MENTS 
PENSIONS AND ANNUITIES (CITY) 


BOSTON HOUSING AUTHORITY 


CITY RECORD, PUBLICATION OF 


1. PERSONAL SERVICES 
2. CONTRACTUAL SERVICES 
3. SUPPLIES AND MATERIALS 


CIVIL DEFENSE ACTIVITIES 
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$76,918 88 
1,165 00 
2,775 00 
1,424 00 


1,650 00 


$83,932 88 


$49,916 10 
29,145 00 
600 00 
4,902 00 


100 00 


$84,663 10 


$150,000 00 
$400,000 00 


$200,000 00 


$260,000 00 
$3,250,000 00 


$27,000 00 


$8,476 87 
38,900 00 
200 00 
$47,576 87 


$70,000 00 
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COUNTY MAINTENANCE 


SUFFOLK COUNTY — COURT HOUSE CUSTODIAN 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SUPPLIES AND MATERIALS ' 
CURRENT CHARGES AND OBLIGATIONS: 
420. Dues and subscriptions 
430. Bond and insurance premiums 


EQUIPMENT 
540. Household furniture and equipment 
560. Office furniture and equipment 


COUNTY BUILDINGS 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT -CHARGES AND OBLIGATIONS 
470. Rents . : ‘ : 


EQUIPMENT 
530. Firefighting equipment 
560. Office furniture and equipment 
599. Other equipment 


JAIL 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
430. Bond and insurance premiums 
440. Licenses ; ; 
470. Rents . ‘ 
492. Gratuities . 


EQUIPMENT ‘ 
540. Household furniture and equipment 
560. Office furniture and equipment 
593. Library books Lee 
599. Other equipment 


STRUCTURES AND IMPROVEMENTS 
28-11 Jail Improvements 


SUPREME JUDICIAL COURT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS é 

CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 
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$5 00 
935 60 


~ $400 00 
13,600 00 


~ $500 00 


~ $150 00 
215 00 
150 00 


$32 00 
75 00 
13 00 

180 00 

300 00 


$2,000 00 
200 00 
30 00 
156 00 


$10,000 00 


" $100 00 


$500,984 89 
73,647 00 
42,985 00 

940 60 


14,000 00 


$632,557 49 


$163,434 64 
28,350 00 
7,290 00 
500 00 


515 00 


$200,089 64 


$320,246 61 
17,790 00 
82,648 00 

600 00 


2,386 00 


10,000 00 


$433,670 61 


$78,488 65 
3,425 00 
1,375 00 

100 00 
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SUPREME JUDICIAL COURT—Continued 


EQUIPMENT : ees a ae” ot ne ne 
560. Office furniture and equipment AG SR Sra ed! $165 00 
593. Library books . 2 : : mo ’ 200 00 


SUPERIOR COURT, CIVIL SESSION, GENERAL EXPENSES 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SuPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 


430. Bond and insurance premiums : . $330 00 
EQUIPMENT , ; : : : ‘ . 
560. Office furniture and equipment BAT) SC ai $40 00 
593. Library books .. : i a 3,000 00 


$365 00 


$83,753 65 


$431,814 04 
236,295 00 
5,570 00 
330 00 


3,040 00 


$677,049 04 


SUPERIOR COURT, CIVIL SESSION, CLERK’S OFFICE 


PERSONAL SERVICES 
CONTRACTUAL SERVICES 
SuPPLIES AND MATERIALS 


EQUIPMENT ; d E : : t : 
560. Office furniture and equipment ! A : $975 00 
593. Library books . : ; é : : : 300 00 


SUPERIOR COURT, CRIMINAL SESSION 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 
CURRENT CHARGES AND OBLIGATIONS. 


430. Bond and insurance premiums ' . $400 00 
EQUIPMENT ' ; : : : ; : : z 
560. Office furniture and equipment , Mee $450 00 
593. Library books . ; , : ; , ; 800 00 


PROBATE COURT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 
CURRENT CHARGES AND OBL IGATIONS 


420. Dues and subscriptions .  .. i $22 00 
430. Bond andinsurance premiums . . . .. . 10 00 
EQUIPMENT Sal iat is) dale Sr 
560. Office furniture and equipment pit ig) Se Sh ae $366 00 
993, Library books , ol va. + OAS 650 00 


$312,900 44 
5,600 00 
13,500 00 
1,275 00 


$333,275 44 


$483,965 40 
207,300 00 
14,138 60 
400 00 


1,250 00 


$707,054 00 


$21,600 00 
17,960 00 
18,050 00 

32 00 


1,016 00 


$58,658 00 
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MUNICIPAL COURT, CITY OF BOSTON 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS. 


420. Duesandsubscriptions . . . . . . . $25 00 
430. Bond and insurance Pe aa SS EN I 575 00 
462. General relief . Re 8s hg a 300 00 
EQuIPMENT a aie «+ bes gh ne 
550. Medical, dental and hospital equipment Ngee $100 00 
560. Office furniture and REN a A aaa: 1,000 00 


593. Library books . 800 00 


MUNICIPAL COURT, CHARLESTOWN DISTRICT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 
CURRENT CHARGES AND OBLIG: TIONS: 


430. Bond and insurance premiums ._. ACL Ret bo $75 00 
EQUIPMENT ; : é : ; ; : : : 
593. Library books . ; ete: $200 00 


EAST BOSTON DISTRICT COURT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 


430. Bond and insurance Preps 3 . $04 50 
470. Rents . ' 4 00 
EQUIPMENT 
593. Library ok Son. |. Oi ll $150 00 


MUNICIPAL COURT, SOUTH BOSTON DISTRICT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS ‘ 
CURRENT CHARGES AND OBLIGATIONS 


430. Bond and insurance premiums _. PRATT yarn Nyda vi 
470. Rents . : : f ; ; 63 00 
EQUIPMENT ; ; a ad) 
560. Office furniture and equipment ; $175 00 
593. Library books . , , : 5 : ; 154 00 


$780,000 00 
27,115 00 
29,025 00 

900 00 


1,900 00 


$838,940 00 


5 

66 00 
00 

5 00 


6 16 
0 


200 00 


$60,897 16 


$56,184 76 
2,620 40 
2,950 00 

98 50 


150 00 


$62,003 66 


$64,366 46 
2.878 00 
1,800 00 

178 00 


329 00 


$69,551 46 
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MUNICIPAL COURT, 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 
470. Rents . i ‘ ; 


EQUIPMENT 
560. Office furniture and equipment 
598. Library books 


DORCHESTER DISTRICT 


~ $120 00 
80 00 


~ $420 00 
80 00 


MUNICIPAL COURT, ROXBURY DISTRICT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 
470. Rents . : : 


EQUIPMENT 
560. Office furniture and equipment 
593. Library books 


~ $303 00 
96 00 


” $616 25 
250 00 


MUNICIPAL COURT, WEST ROXBURY DISTRICT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
430. Bond and insurance premiums 


EQUIPMENT : 
560. Office furniture and equipment 
593. Library books 


$5 00 
90 50 


~ $200 00 
150 00 


MUNICIPAL COURT, BRIGHTON DISTRICT 


PERSONAL SERVICES 

CONTRACTUAL SERVICES 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 


EQUIPMENT ' 
560. Office furniture and equipment 
593. Library books .. 


$55 50 


" $175 00 
350 00 


52 


$90,941 56 
3,560 00 
2,070 00 

200 00 


500 00 


$97,271 56 


$210,233 65 
11,615 00 
7,590 00 
399 00 


866 25 


$230,703 90 


$66,891 26 
2,522 00 
2,000 00 

95 50 


350 00 


$71,858 76 


$45,174 83 
1,750 00 
2,725 00 

55 50 


525 00 


$50,230 33 
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BOSTON JUVENILE COURT 


PERSONAL SERVICES -, ens | |g! $80,579 07 
CONTRACTUAL SERVICES Sgt eno. sh. 3,767 00 
SUPPLIES AND MATERIALS . Se... . te 1,200 00 
CURRENT CHARGES AND OBLIGATIONS ; : ’ ; 279 50 
t20. wouesamisubscriptiong .  . . . - susie = $200 00 
430. Bond andinsurance premiums . . . .. . 79 50 
EQUIPMENT é ; : 315 00 
560. Office furniture and equipment ee ae $165 00 
593. Library books .. Bi Martin: a 150 00 
$86,140 57 


DISTRICT COURT OF CHELSEA 


PERSONAL SERVICES en Oe Pao ys) ga $66,712 85 
CONTRACTUAL SERVICES BLS ohh eS ESP, |: sale 2,690 00 
SUPPLIES AND MATERIALS .. +, 1 5s AE 2S oh Le a 2,990 00 
Current CHARGES AND OBLIGATIONS : . : eCP n Seine 114 50 
420. Duesand subscriptions .. . ies $5 00 
430. Bond and insurance premiums oh We ae 109 50 
EQUIPMENT , : : rer é 475 00 
560. Office furniture and equipment NE a! $300 00 
593. Library books . PAS AES 175 00 
$72,982 35 


REGISTRY OF DEEDS 


PERSONAL SERVICES RRS i | 4 a 5 re $398,749 52 
CONTRACTUAL SERVICES ae sa a eke ee 6,050 00 
SUPPLIES AND MATERIALS... als OAR Ce 21,000 00 
CurRENT CHARGES AND OBLIGATIONS . . . . . . 163 50 
420. Dues and subscriptions . eed Gee $5 00 
430. Bond and insurance premiums . : ; ; : 158 50 
EQUIPMENT SE Prem | PPro 691 00 
560. Office furniture and equipment Eee Bea eo Ve Ae $315 00 
593. Library books .. as ie 376 00 


$426,654 02 


INSANITY CASES 


CONTRACTUAL SERVICES Te ek a ed hich) 2) Vee $58,090 00 
SUPPLIES AND MATERIALS. i a sho nat’ “oy. tas ee 125 00 
$58,215 00 


MEDICAL EXAMINER SERVICE, NORTHERN DIVISION 


PERSONAL SERVICES . ; ; ‘ : : . : P : : $36,150 50 
CONTRACTUAL SERVICES ae ole AO) ha ves 3,005 00 
SUPPLIES AND MATERIALS . : , ' : : ' F j ‘ ; 1,250 00 
EQUIPMENT OP <; Stee 195 00 
550. Medical, dental and hospital equipment ee sh $50 00 
593. Library books. . : ; ; ; 113 00 
Doves Ithemem pent, 2c. Sw. ie hi erenttibanpee & 32 00 
$40,600 50 
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MEDICAL EXAMINER SERVICE, SOUTHERN DIVISION 


PERSONAL SERVICES ce tal a Pen Um. en ieee pL Gf 1s) $21,351 84 
CONTRACTUAL SERVICES Dita a) ete raet metry. WE rome. 6 See a oe 4,600 00 
SUPPLIES AND MATERIALS .. 5 8 OR ORE Oe cee OF 0% e-, 1,000 00 
Current CHARGES AND OBLIGATIONS: : ‘ ; ; ( 178 50 
430. Bond and insurance premiums . . . .. . $7 50 
440. Licenses. hal ja ' : ; ; : 3 00 
£70,e7renter po ce eee he, PL ee 168 00 
EQUIPMENT ‘ : ; aries ; : t 4 ’ 25 00 
593. Library EKA EET eat, ee hee $25 00 


$27,155 34 


ASSOCIATE MEDICAL EXAMINER, NORTHERN DIVISION 


PERSONAL SERVICES We a OL TS 12, oh de ee VS Po $2,900 00 
CONTRACTUAL SERVICES . : : : ; : E ; i : : 560 00 
SUPPLIES AND MATERIALS .. : ; ‘ ; ; F ; : f 65 00 
CURRENT CHARGES AND OBLIGATIONS | : . ‘ ; ‘ : ; 7 50 

430. Bond and insurance premiums . . . .. . $7 50 
$3,532 50 


ASSOCIATE MEDICAL EXAMINER, SOUTHERN DIVISION 


PERSONAL SERVICES : wee ' ed he aya Ws Pe $2,800 00 
CONTRACTUAL SERVICES . : ' ; : ; : : : ; ; 830 00 
SUPPLIES AND MATERIALS . ; : F p . y : ; , 40 00 
CURRENT CHARGES AND OBLIGATIONS , ‘ ; : f , : é 20 

430. Bond and insurance premiums . = ene mae Lie $7 50 
$3,677 50 


MISCELLANEOUS EXPENSES, SHERIFF 


PERSONAL SERVICES Re Ph I $9,000 00 
SUPPLIES AND MATERIALS . ; ; ; ; : ‘ : : 200 00 
CURRENT CHARGES AND OBLIGATIONS. : ; ; ; : ; : h 475 00 

430. Bond and insurance premiums ' : ; , ; $475 00 
$9,675 00 


MISCELLANEOUS EXPENSES, TREASURY 
PERSONAL SERVICES BT nm eS, Es ee OE Se re $5,650 65 


PENAL INSTITUTIONS DEPARTMENT — CENTRAL OFFICE 


PERSONAL SERVICES : ‘ o 7. eee $72,269 99 
CONTRACTUAL SERVICES . é : : : : : ; : : , 515 00 
SuPPLIES AND MATERIALS .. : : . : : : ( ¢ 855 00 
CURRENT CHARGES AND OBLIGATIONS | . ; : F ‘ ; ‘ , 23 00 

420. Dues and subscriptions .. het fg $20 00 

440. Licenses. ‘ , : : ; ; ‘ ; ? 3 00 
EQUIPMENT : ; : ; ; ‘ ¢ : 70 00 

560. Office furniture and equipment aL Pee $70 00 
$73,732 99 


PENAL INSTITUTIONS DEPARTMENT — HOUSE OF CORRECTION 


1. PERSONAL SERVICES 2 ge PRA eo ot! ee fy $476,200 00 
BPTRACTUAL PRHVICES. «| NU Ay aha el) 30,975 00 
3. SUPPLIES AND MATERIALS... Sere Ne eel Pah 0 ae re 377,200 00 
4, Current CHARGES AND OBLIGATIONS . . . . . . .. 6,432 50 

420. Dues and subscriptions . , 4 : ; : : $15 00 

430. Bond and insurance premiums . PO ee aol (ae 40 00 

440. Licenses. ; : : ; : : ! : : 27 50 

492. Gratuities .. 350 00 

496. Taxes (real estate and water — on city- -owned property) 6,000 00 
5. EQUIPMENT site Parte 23,665 00 

510. Electrical and mechanical machinery and equipment . $16,590 00 

540. Household furniture and equipment. 2 ee 6,000 00 

550. Medical, dental and hospital equipment . . . 250 00 

560. Office furniture and equipment. ght h, 375 00 

591. Agriculture, park and recreation equipment . , 100 00 

593. Library books . ; P . ; , , 50 00 

594. Motorless vehicles . é ; : 100 00 

599. Other equipment. Rp MDT Jolie 200 00 
$914,472 50 
MIDULESEX*COUNTY TRAINING SCHOOL. . 2.) . 2) 2). $60,000 00 
PENSIONS AND ANNUITIES comely kas Sh Sa a eee $120,000 00 
SIIB ITANY CISL SRARGY G0) 8 oe le) tel) ie! D2 2 i $2,000 00 
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INCOME DEPARTMENTS 


PRINTING DEPARTMENT 


PERSONAL SERVICES 
CONTRACTUAL SERVICES . 
SUPPLIES AND MATERIALS ' 
CURRENT CHARGES AND OBLIGATIONS 
440. Licenses ; 
470. Rents . 


EQUIPMENT 


510. Electrical and reshantcal machinery and equipment . } 


560. Office furniture and ae 
593. Library books 


PUBLIC WORKS DEPARTMENT —SUMNER TUNNEL 


PERSONAL SERVICES 
CONTRACTUAL SERVICES . 
SUPPLIES AND MATERIALS 
CURRENT CHARGES AND OBLIGATIONS. 
401. Payments for damages to persons and property . 
420. Dues and subscriptions 
430. Bond and insurance premiums 
440. Licenses ; 
491. Deposit adjustments 


EQUIPMENT 
500. Automotive equipment 
510. Electrical and mechanical machinery and equipment . 
520. Engineering and scientific equipment ; 
530. Firefighting equipment 
560. Office furniture and equipment 
580. Signal equipment a 
599. Other equipment 


$3 00 
100 00 


$1,200 00 
~ 300 00 
100 00 


$500 00 
205 00 
725 00 

50 00 
100 00 


$1,500 00 
2,000 00 
325 00 
500 00 
1,500 00 
700 00 
60 00 


PUBLIC WORKS DEPARTMENT — WATER SERVICE 


PERSONAL SERVICES 

CONTRACTUAL SERVICES . 

SUPPLIES AND MATERIALS 

CURRENT CHARGES AND OBLIGATIONS 
401. Payments for damages to ceous.s and property . 
420. Dues and subscriptions : 
430. Bond and insurance premiums 
440. Licenses . 
470. Rents . 


EQUIPMENT 
500. Automotive equipment 
510. Electrical and mechanical machinery and equipment 
520. Engineering and scientific equipment 
530. Firefighting equipment 
540. Household furniture and equipment 
560. Office furniture and equipment 
570. Public Works ae 
593. Library books ; 
594. Motorless vehicles 


59 


$50,000 00 
17 00 

100 00 
235 00 


2,726 00 


$15,600 00 
1,000 00 
500 00 
350 00 
150 00 
3,870 00 
114,522 00 
80 00 
1,000 00 


$532,118 24 
143,769 00 
142,825 00 

103 00 


1,600 00 


$820,415 24 


$422,325 23 
122,005 00 
18,284 25 
1,580 00 


6,585 00 


$570,779 48 


$1,635,000 00 


492,389 00 
314,175 00 
53,078 00 


137,072 00 


$2,631,714 00 


Sale 


PENSIONS AND ANNUITIES (INCOME) . 


COLLECTING DEPARTMENT, —WATER DIVISION 


PERSONAL SERVICES 

CONTRACTUAL SERVICES . 

SUPPLIES AND MATERIALS . , 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
430. Bond and insurance premiums 
470. Rents . } : i : 


EQUIPMENT ; , 
593. Library books 


60 


$157,627 12 

6,845 00 

16,965 00 

athens 2,256 25 
$100 00 
1,250 00 
906 25 

met. 219 00 
$219 00 

$183,912 37 

$95,000 00 
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CITY MAINTENANCE 


DETAIL 


ART DEPARTMENT 


PERSONAL SERVICES 
100. Permanent employees 


CONTRACTUAL SERVICES 


230. 
260. 


292. 


Professional and technical services . 

Repairs and maintenance of build- 
ings and structures 

Duplicating services . 


SUPPLIES AND MATERIALS 


360. 


Office supplies and materials 


1952 
Appropriation 


$1,032 00 


25 00 


1,500 00 
30 00 


1,555 00 
30 00 
$2,617 00 


1952 
Expenditure 


$1,032 00 


1,438 00 
51 20 


1,489 20 
17 80 
$2,539 00 


ASSESSING DEPARTMENT 


PERSONAL SERVICES 


100. 
110. 
120. 


Permanent employees 
Temporary bes 
Overtime 


CONTRACTUAL SERVICES 


230. 
270. 
282. 
291. 
292. 
294. 
297. 


Professional and technical services . 
Repairs and servicing of equipment. 
Travel expenses — inside the state . 
Advertising and posting 
Duplicating services . 

Freight and express charges 
Printing, binding and ruling 


SUPPLIES AND MATERIALS 


360. 


393. 


Office supplies and materials 
General operating supplies and ma- 
terials ; 


399. Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 


420. 


Dues and SEL 


470. Rents 


EQUIPMENT 
510. Electrical and mechanical machinery 


and equipment 


560. Office furniture and equipment 
593. Library books 


1952 
Appropriation 


$519,141 09 
15,000 00 
22,000 00 


556,141 09 
7,000 00 
200 00 
200 00 
350 00 
700 00 
3,000 00 
11,450 00 
25,700 00 


15 00 
135 00 


25,850 00 


400 00 
1,800 00 


2,200 00 
4,000 00 
49,700 00 
300 00 
54,000 00 


$649,641 09 
63 


1952 
Expenditure 


$536,940 92 
14,693 46 
15,847 20 


567,481 58 
274 81 
7,374 39 
325 53 
242 50 
276 30 

22 68 
5,683 40 
14,199 61 
27,883 92 


3 90 
243 10 


28,130 92 


359 93 
1,806 89 


2,166 82 
3,725 73 
49,038 00 
430 00 
53,193 73 
$665,172 66 


1953 
Department 
Estimate 


$1,032 00 


35 00 


1,500 00 
35 00 


1,570 00 
10 00 
$2,612 00 


1953 
Department 
Estimate 


$579,256 05 
23,970 57 


603,226 62 


7,500 00 
700 00 
240 00 
275 00 
125 00 

6,260 00 

15,100 00 
27,000 00 


15 00 
585 00 


27,600 00 


400 00 
1,800 00 


2,200 00 
3,500 00 
3,000 00 

530 00 
7,030 00 


$655,156 62 


1953 
Allowed by 
Mayor 


$1,032 00 


35 00 


1,500 00 
35 00 


1,570 00 
10 00 
$2,612 00 


1953 
Allowed by 
Mayor 


$572,416 30 
10,000 00 
582,416 30 


7,000 00 
200 00 
200 00 
250 00 
100 00 

3,000 00 

10,750 00 
25,000 00 


5 00 
200 00 


25,205 00 


315 00 
1,800 00 


2,115 00 
3,500 00 
2,000 00 
300 00 
5,800 00 
$626,286 30 


or 


AUDITING DEPARTMENT 


1953 1953 
1952 1952 Department Allowed by 
Appropriation Expenditure Estimate Mayor 
PERSONAL SERVICES 
100. Permanent employees $241,846 69 $251,833 29 $270,821 16 $270,821 16 
110. Temporary ppoloyers 2,000 00 2, 019 12 — a 
120. Overtime 6,400 00 6 352 O7 6,500 00 5,000 00 
250,246 69 260,204 48 277,321 16 275,821 16 
CONTRACTUAL SERVICES 
210. Communications 200 00 108 90 110 00 110 00 
230. Professional and technical services . re 26 28 — —_ 
270. Repairs and servicing of equipment . 4,806 00 6,108 81 7,100 00 6,300 00 
281. Travel expenses — outside state 200 00 707 38 400 00 400 00 
282. ‘Travel expenses — inside the state . 100 00 50 00 50 00 50 00 
293. Cleaning . : 15 00 300 00 25 00 25 00 
297. Printing, binding and ruling 35 00 20 28 35 00 35 00 
5,356 00 7,821 65 7,720 00 6,920 00 
SUPPLIES AND MATERIALS 
360. Office supplies and materials 14,300 00 15,303 89 14,000 00 14,000 00 
393. General operating supplies and 
materials . : ; : : 1,000 00 704 28 700 00 700 00 
15,300 00 16,008 17 14,700 00 14,700 00 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 328 00 366 00 324 00 324 00 
430. Bond and insurance premiums 225 00 225 00 020 00 525 00 
470. Rents , ee 45 00 13 32 15 00 15 00 
598 00 604 32 864 00 864 00 
EQUIPMENT 
593. Library books 103 00 90 00 100 00 100 00° 
$271,603 69 $284,228 62 $300,705 16 $298,405 16 © 
BOSTON RETIREMENT BOARD 
1953 1953 
1952 1952 Department Allowed by 
Appropriation Expenditure Estimate Mayor 
PERSONAL SERVICES ) 
100. Permanent employees $18,994 77 $20,436 95 $17,399 33 $17,385 83 _ 
CONTRACTUAL SERVICES 
230. Professional and technical services . 13,500 00 11,848 45 13,000 00 13,000 00 
270. Repairs and servicing of equipment . 125 00 — 75 00 75 00 
294. Freight and express charges 5 00 — —_—_ — 
13,630 00 11,848 45 13,075 00 13,075 00 
SUPPLIES AND MATERIALS 
360. Office supplies and materials 650 00 611 95 650 00 650 00 
EQUIPMENT ; 
093. Library books 55 00 60 00 65 00 65 00 — 
$33,329 77 $32,952 35 $31,189 33 $31,175 o 
: : 
STATE=BOSTON RETIREMENT SYSTEM EXPENSE FUND i 
1953 1953 . 
1952 1952 Department Allowed by — 
Appropriation Expenditure Estimate Mayor ; 
$65,218 89 $70,860 35 $76,829 33 


$75,303 30 
64 | 


BOSTON TRAFFIC COMMISSION 


PERSONAL SERVICES 

100. Permanent employees 
110. Temporary aes 
120. Overtime d 


CONTRACTUAL SERVICES 

210. Communications 

221. Electricity 

222. Gas : 

260. Repairs and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment . 

281. ‘Travel expenses — outside the state 

282. ‘Travel expenses — inside the state . 

291. Advertising and posting 

292. Duplicating services . 

293. Cleaning 

294. Freight and express char ges 

297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 

310. Building supplies and materials 

330. Heating supplies and materials 

340. Household supplies and materials 

390. Medical, dental and hospital apes 
and materials . ‘ ) 

360. Office supplies and materials 

370. Police, traffic control, and firefight 
ing supplies and materials 

392. Education and recreation supplies 
and materials . 


393. General operating supplies and 
materials . ; 

394. Repair parts and materials (non- 
automotive) 


395. Tools and instruments 
medical and laboratory) 

396. Wearing apparel 

399. Other supplies and mater ials 


(except 


CURRENT CHARGES AND OBLIGATIONS 

420. Dues and subscriptions 

430. Bond and insurance premiums 

440. Licenses 

496. Taxes (real estate and water - —on 
city-owned property) 


EQUIPMENT 

500. Automotive equipment 

510. . Electrical and mechanical machiner y 
and equipment 

520. Engineering and scientific equipment 

560. Office furniture and equipment 

570. Public Works equipment . : 

580. Signal equipment eae, AVGN © 5 


1952 
Appropriation 


$435,674 45 
38,000 00 
2,200 00 


475,874 45 


2,835 71 
31,000 00 
100 00 


1,400 00 
3,800 00 
200 00 
1,600 00 
1,500 00 
250 00 
500 00 
400 00 
200 00 
2,000 00 


45,785 71 
5,500 00 
4,300 00 
2,475 00 
1,600 00 


50 00 
4,050 00 


45,000 00 
50 00 
1,600 00 
1,200 00 
1,500 00 
200 00 
355 00 
67,880 00 
200 00 
242 50 
96 00 
120 00 


658 50 
6,000 00 


2,250 00 
160 00 
1,300 00 
500 00 
25,000 00 


65 


1952 
Expenditure 


$452,265 51 
37,150 77 
2,906 03 


492,322 31 


3,715 92 
33,469 55 
185 86 


1,309 25 
3,558 71 
200 00 
3,169 O1 
1,174 00 
465 53 
1,050 00 
1,045 81 
212 45 


5,271 38 
2,027 93 
1,974 99 


345 00 
19,077 78 


1953 
Department 
Estimate 


$506,197 55 
47,727 00 
3,500 00 


557,424 55 


3,800 00 
38,250 00 
150 00 


1,400 00 
3,950 00 

350 00 
3,200 00 
2,000 00 

500 00 
1,100 00 
1,100 00 

600 00 
7,500 00 


63,900 00 


8,526 00 
6,950 00 
4,571 50 
2,100 00 


50 00 
3,907 50 


66,000 00 
225 00 
1,600 00 
2,800 00 
2,000 00 
292 50 
350 00 
99,372 50 
225 00 
242 50 
96 00 


120 00 


683. 50 
16,300 00 


1,937 00 
245 00 
2,675 00 
375 00 
40,975 00 


1953 
Allowed by 
Mayor 


$485,919 15 
37,000 00 
2,000 00 


524,919 15 


3,800 00 
35,000 00 
100 00 


1,000 00 
3,800 00 
200 00 
2,700 00 
1,200 00 
250 00 
550 00 
1,100 00 
200 00 
2,000 00 


51,900 00 


7,500 00 
6,000 00 
4,000 00 
1,600 00 


50 00 
3,900 00 


40,000 00 
125 00 
1,250 00 
2,100 00 
1,500 00 


150 00 
300 00 


68,075 00 


225 00 
242 50 
96 00 


120 00 


683 50 
5,300 00 
1,700 00 


BOSTON TRAFFIC COMMISSION—Continued. 


591. Agriculture, park and _ recreation 
equipment ; 

593. Library books 

594. Motorless vehicles 


1952 


Appropriation 


$270 00 
150 00 


35,630 00 


$625,828 66 


1952 
Expenditure 


$300 58 
91 50 
228 50 


29,317 66 


$641,120 18 


BUDGET DEPARTMENT 


PERSONAL SERVICES 
100. Permanent employees 
120. Overtime p 


CONTRACTUAL SERVICES 

270. Repairs and servicing of equipment 
281. Travel expenses — outside the state 
282. Travel expenses — inside the state 
2932) Cleaning aaohie als aie ; 
297. Printing, binding and ruling 


SUPPLIES AND MATERIALS 
360. Office supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


EQUIPMENT 
593. Library books 


1952 


Appropriation 


$55,669 28 
2,400 00 


58,069 28 
100 00 
50 00 
38 00 
50 00 


238 00 


1,000 00 
1,000 00 
74 50 


18 50 


$59,400 28 


1952 
Expenditure 


$51,056 90 
3,204 25 


54,261 15 
124 09 


34 12 
13 75 


171 96 
1,052 07 
1,052 07 

54 00 


55 00 


$55,594 18 


BUILDING DEPARTMENT 


PERSONAL SERVICES 
100. Permanent employees 
120. Overtime : 


CONTRACTUAL SERVICES 

210. Communications } ] , 
230. Professional and technical services . 
270. Repairs and servicing of equipment 
282. Travel expenses — inside the state 
297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 
300. Automotive supplies and materials 
360. Office supplies and materials 


1952 


Appropriation 


$401,101 81 
2,000 00 


403,101 81 


250 00 
205 00 
6,000 00 
500 00 


6,955 00 


100 00 
5,000 00 


66 


1952 
Expenditure 


$404,032 14 
1,980 33 


406,012 47 


80 

180 40 
208 73 
7,144 39 
424 00 
7,386 05 


15,344 37 


228 81 
5,671 95 


1953 
Department 
Estimate 


$192 00 
137 50 
50 00 


62,886 50 


$784,267 05 


1953 
Department 
Estimate 


$57,061 40 
500 00 


57,561 40 


200 00 
300 00 
50 00 
34 80 


584 80 
1,200 00 
1,200 00 

44 00 


50 00 


$59,440 20 


1953 
Department 
Estimate 


$452,683 34 
2,000 00 


454,683 34 


1,600 00 
350 00 
7,250 00 
10,625 00 
60,000 00 


79,825 00 


358 00 
10,000 00 


1953 
Allowed by 
Mayor 


$160 00 


125 00 
50 00 


28,955 00 


$674,532 65 


1953 
Allowed by 
Mayor 


$57,061 40 
500 00 


57,561 40 


200 00 
300 00 
50 00 
34 80 


584 80 
1,200 00 
1,200 00 

44 00 


50 00 


$59,440 20 


1953 
Allowed by 
Mayor 


$426,766 14 
1,800 00 


428,566 14 


250 00 
200 00 
6,500 00 
10,500 00 
30,000 00 


47,450 00 


250 00 
5,000 00 


393. General operating supplies and ma- 
terials 

394. Repair parts and materials (non- 
automotive) : 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 

430. Bond and insurance premiums 
440. Licenses : 


EQUIPMENT 
560. Office furniture and equipment 
093. Library books 


1952 
Appropriation 


$50 00 
50 00 
5,200 00 
45 00 


22 50 
3 00 


70 50 


130 00 
180 29 


310 29 
$415,637 60 


1952 
Expenditure 


$56 44 
40 00 
5,997 20 
48 50 
3 00 


51 50 


270 21 


270 21 


$427,675 75 


BOARD OF APPEAL 


PERSONAL SERVICES 
100. Permanent employees 


CONTRACTUAL SERVICES 

230. Professional and technical services 
270. Repairs and servicing of equipment 
291. Advertising and posting 


SUPPLIES AND MATERIALS 
340. Household supplies and materials . 
360. Office supplies and materials 


1952 


Appropriation 


$21,828 00 


25 00 
18 00 
800 00 


843 00 


2 40 
300 00 


302 40 
$22,973 40 


1952 
Expenditure 


$19,257 05 


20 00 
18 00 
904 00 


942 00 


1 67 
401 77 


403 44 
$20,602 49 


BOARD OF EXAMINERS 


PERSONAL SERVICES 
100. Permanent employees 


CoNTRACTUAL SERVICES 
270. Repairs and servicing of equipment 


SUPPLIES AND MaTeErIALs 
360. Office supplies and materials 


CurRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 


1952 
Appropriation 


$6,764 00 
8 60 


240 00 
5 00 


$7,017 60 
67 


1952 
Expenditure 


$7,098 94 
8 60 


220 46 
5 00 
$7,333 00 


1953 
Department 
Estimate 


$50 00 
50 00 


10,858 00 


60 00 
45 00 
3 00 


108 00 


250 00 
1,090 00 


1,340 00 


$546,814 34 


1953 
Department 
Estimate 


$25,197 58 
200 00 

18 00 
1,000 00 
1,218 00 


2 00 
475 00 


477 00 
$26,892 58 


1953 
Department 
Estimate 


$8,647 98 
8 60 


300 00 


10 00 


$8,966 58 


1953 
Allowed by 
Mayor 


$50 00 
50. 00 


5,350 00 
60 00 
45 00 

3 00 


108 00 


165 00 
390 00 


555 00 


$482,029 14 


1953 
Allowed by 
Mayor 


$25,197 58 


25 00 
18 00 
800 00 


843 00 


2 00 
300 00 


302 00 
$26,342 58 


1953 
Allowed by 
Mayor 


$8,647 98 
8 60 


300 00 


5 00 
$8,961 58 


CITY CLERK DEPARTMENT 


1952 


Appropriation 
PERSONAL SERVICES 
100. Permanent employees $77,516 92 
CONTRACTUAL SERVICES 
270. Repairs and servicing of equipment 100 00 
281. Travel expenses—outside the state . 300 00 
282. Travel expenses—inside the state . 100 00 
291. Advertising and posting . ; 3,000 00 
293. Cleaning . ‘ 60 00 
297. Printing, binding and ruling : 700 00 
4,260 00 
SUPPLIES AND MATERIALS 
360. Office supplies and materials. 1,575 00 
393. General operating supplies and 
materials . ; : ; 1,500 00 
399. Other supplies and materials 2,560 00 
5,635 00 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions .. 110 00 
430. Bond and insurance premiums 55 00 
440. Licenses , rey 10 00 
470. Rents : ; : 10 00 
185 00 
EQUIPMENT 
560. Office furniture and Re 150 00 
593. Library books 100 00 
250 00 
$87,846 92 


CITY COUNCIL 


1952 
Appropriation 
PERSONAL SERVICES 


100. Permanent employees $98,053 22 
110. Temporary employees 17,947 00 
116,000 22 
CONTRACTUAL SERVICES 
210. Communications ; 100 00 
230. Professional and technical services . 2,500 00 
270. Repairs and servicing of equipment. 390 00 
282. Travel expenses—inside the state 300 00 
291. Advertising and posting 200 00 
292. Duplicating services . 350 00 
293. Cleaning 161 00 
299. Other contractual services 16,000 00 
19,961 00 
SUPPLIES AND MATERIALS 
340. Household supplies and materials . 35 00 
360. Office supplies and materials ; 4,800 00 
393. General operating supplies and 
materialist? i | ME, 500 00 
5,335 00 
68 


1952 
Expenditure 


$78,891 52 


169 00 
252 00 
73 24 
1,518 05 
45 00 
1,022 95 


3,080 24 
1,514 87 


1,308 00 
2,309 47 


5,132 34 


105 00 
55 00 

7 00 
10 00 


177 00 


168 00 


168 00 


$87,449 10 


1952 
Expenditure 


$95,644 40 
18,441 15 


114,085 55 


222 82 


102 73 
321 40 
107 60 
437 40 
210 00 
17,937 05 


19,339 05 


34 33 
4,774 34 


449 95 
5,258 62 


1953 
Department 
Estimate 


$78,909 18 


1,525 00 


1,335 00 
3,024 00 


5,884 00 


105 00 
55 00 


10 00 


170 00 


150 00 
175 00 


325 00 
$88,733 18 


1953 
Department 
Estimate 


$97,460 00 
18,139 50 


115,599 50 
250 00 
400 00 
300 00 
300 00 
150 00 
150 00 

17,000 00 

18,550 00 


50 00 
5,200 00 


700 00 
5,950 00 


1953 
Allowed by 
Mayor 


$78,909 18 
125 00 
300 00 

75 00 
2,000 00 
45 00 
900 00 
3,445 00 
1,525 00 


1,335 00 
2,665 00 


5,525 00 


105 00 
55 00 


10 00 


170 00 


150 00 
150 00 


300 00 
$88,349 18 


1953 
Allowed by 
Mayor 


$97,460 00. 
18,139 50 


115,599 50) 
250 00) 
400 00 
300 00 
300 00° 
150 00° 
150 00. 

16,000 00° 
17,550 00 


50 00 
5,000 00 


500 00. 
5,550 00° 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


EQUIPMENT 

560. Office furniture and pe a 
593. Library books 

599. Other equipment, 


1952 


Appropriation 


$260 00 


137 50 
150 00 
871 00 


1,158 50 


$142,714 72 


1952 
Expenditure 


$263 20 
1,821 84 
182 80 
886 74 


2,891 38 


$141,837 80 


CITY COUNCIL PROCEEDINGS 


CONTRACTUAL SERVICES 
230. Professional and technical services . 
297. Printing, binding and ruling 


1952 


Appropriation 


$6,000 00 
8,000 00 


$14,000 00 


1952 
Expenditure 


$6,200 00 
9,654 80 


$15,854 80 


CITY DOCUMENTS 


CONTRACTUAL SERVICES 
297. Printing, binding and ruling 


1952 


Appropriation 
$30,000 00 


1952 
Expenditure 


$34,639 48 


CITY PLANNING BOARD 


PERSONAL SERVICES 
100. Permanent employees 


CONTRACTUAL SERVICES 

210. Communications , 
230. Professional and technical services . 
270. Repairs and servicing of equipment 
281. Travel expenses—outside the state . 
282. ‘Travel expenses—inside the state 
292. Duplicating services . 

297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 

340. Household supplies and materials . 

360. Office supplies and materials 

393. General operating supplies and ma- 
terials. 

399. Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


1952 


Appropriation 


$61,563 87 


100 00 
1,600 00 
100 00 
500 00 
100 00 
300 00 
2,500 00 
250 00 


5,450 00 


20 00 
580 00 


50 00 
20 00 


670 00 


680 00 
69 


1952 
Expenditure 


$60,501 45 


107 60 
1,300 00 
123 63 
595 53 
191 19 
216 92 
25 75 
290 00 


2,850 62 


23 38 
720 68 


9 50 
140 76 


894 32 
597 75 


1953 
Department 
Estimate 


$300 00 


1,385 00 
350 00 
1,000 00 


2,735 00 


$143,134 50 


1953 
Department 
Estimate 


$6,000 00 
8,000 00 


$14,000 00 


1953 
Department 
Estimate 


$40,000 00 


1953 
Department 
Estimate 


$80,220 26 


175 00 
2,500 00 
100 00 
1,400 00 
300 00 
300 00 
2,400 00 
500 00 


7,575 00 


65 00 
755 00 


55 00 
25 00 


900 00 
585 00 


1953 
Allowed by 
Mayor 


$300 00 
1,385 00 

350 00 
1,000 00 


2,735 00 


$141,734 50 


1953 
Allowed by 
Mayor 


$6,000 00 
8,000 00 


$14,000 00 


1953 
Allowed by 
Mayor 


$30,000 00 


1953 
Allowed by 
Mayor 


$71,550 36 


100 00 
1,600 00 
100 00 
500 00 
100 00 
100 00 
500 00 
150 00 


3,150 00 


20 00 
580 00 


25 00 
25 00 


650 00 
585 00 


CITY PLANNING BOARD—Continued 


1952 
Appropriation 
EQUIPMENT 
520. Engineering and scientific equip- 
ment $50 00 
560. Office furniture and equipment 338 00 
593. Library books 100 00 
488 00 
$68,851 87 


1952 
Expenditure 


$80 55 
285 75 
a7 15 


403 45 
$65,247 59 


BOARD OF ZONING ADJUSTMENT 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees $1,060 00 
CONTRACTUAL SERVICES 
210. Communications 100 00 
230. Professional and technical services . 400 00 
282. Travel expenses—inside the state 50 00 
291. Advertising and posting 200 00 
292. Duplicating services . 50 00 
800 00 
SUPPLIES AND MATERIALS 
360. Office supplies and materials 300 00 
$2,160 00 


1952 
Expenditure 


$1,060 00 


33 20 
227 08 
10 00 
159 00 
16 40 


445 68 
133 43 
$1,639 11 


REZONING STUDY 


1952 
Appropriation 


$20,000 00 


1952 
Expenditure 


$1,001 10 


COLLECTING DEPARTMENT 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees $145,220 32 
110. Temporary can 4,000 00 
120. Overtime ; 6,000 00 
1553220. 32 
CONTRACTUAL SERVICES 
230. Professional and technical services . 350 00 
240. Recording and judicial services 1,300 00 
270. Repairs and servicing of equipment 150 00 
281. ‘Travel expenses—outside the state . a 
282. ‘Travel expenses—inside the state 450 00 
291. Advertising and posting 500 00 
292. Duplicating services . ; 30 00 
294. Freight and express charges 100 00 
297. Printing, binding and ruling 1,600 00 
299. Other contractual services met 
4,480 00 
SUPPLIES AND MATERIALS 
360. Office supplies and materials 31,200 00 


70 


1952 
Expenditure 


$150,266 15 
3,534 40 
5,903 90 


159,704 45 


363 09 
1,369 00 
158 75 


506 25 
747 50 


2 69 
2,039 22 
5,186 50 

34,400 84 


1953 
Department 
Estimate 


$100 00 
812 50 
140 00 


1,052 50 
$90,432 76 


1953 
Department 
Estimate 


$1,060 00 


200 00 
650 00 
50 00 
300 00 


1,200 00 
420 00 
$2,680 00 


1953 
Department 
Estimate 


$35,144 30 


1953 
Department 
Estimate 


$152,347 75 
4,550 00 
6,000 00 


162,897 75 


1,400 00 
300 00 
250 00 
360 00 
750 00 

30 00 
100 00 

2,200 00 

375 00 


5,765 00 
35,000 00 


— 


1953 
Allowed by 
Mayor 


$50 00 
272 50 
100 00 


422 50 
$76,357 86 


1953 
Allowed by 
Mayor 


$1,060 00 


100 00 | 

300 00 
25 00° 
125 00 
25 00 


575 00° 
250 00° 
$1,885 00 | 
1953 \ 
Allowed by ; 
Mayor j 
$20,000 00 


1953 
Allowed by 
Mayor 


1952 


Appropriation 

CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums $6,000 00 
470. Rents : : ; 156 00 
6,156 00 

EQUIPMENT 

560. Office furniture and er a 350 00 
593. Library books 540 00 
890 00 
$197,946 32 


1952 
Expenditure 


$4,714 08 
18 00 


4,732 08 


4,154 50 
540 32 


4,694 82 


$208,718 69 


ELECTION DEPARTMENT 


1952 


Appropriation 
PERSONAL SERVICES 
100. Permanent employees $202,532 32 
110. Temporary oye 188,000 00 
120. Overtime 5 27,000 00 
417,532 32 
CoNTRACTUAL SERVICES 
210. Communications 100 00 
221. Electricity 2,400 00 
240. Recording and judicial services 25 00 
270. Repairs and servicing of equipment 200 00 
285. Transportation of other persons 300 00 
291. Advertising and posting 600 00 
294. Freight and express charges 6,440 00 
295. Mailing and letter services 100 00 
297. Printing, binding and ruling 119,500 00 
129,665 00 
SUPPLIES AND MATERIALS 
300. Automotive supplies and materials . 100 00 
310. Building supplies and materials 100 00 
320. Food supplies . 250 00 
330. Heating supplies and materials 100 00 
360. Office supplies and materials d 20,000 00 
393. General operating supplies and ma- 
terials 200 00 
394. Repair parts and materials (non- 
automotive) 850 00 
395. Tools and instruments (except medi- 
cal and laboratory) oe: 50 00 
21,650 00 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 10 00 
470. Rents AY 10,600 00 
10,610 00 
EQUIPMENT 
500. Automotive equipment — 
560. Office furniture and equipment 300 00 
593. Library books 195 00 
495 00 
$579,952 32 


71 


1952 
Expenditure 


$201,832 61 
182,116 95 

37,269 12 
421,218 68 


149 84 
2.330 95 


103,674 35 
114,245 23 


81 72 
24,305 43 


10 00 
9,365 95 


9,375 95 
1,630 00 
125 00 


1,755 00 
$570,900 29 


1953 
Department 
Estimate 


$5,220 00 
132 00 


5,352 00 


1,802 50 
455 00 


2,257 50 


$211,272 25 


1953 
Department 
Estimate 


$245,601 69 
152,653 60 
26,600 00 


424,855 29 


175 00 
2,500 00 
25 00 

300 00 
300 00 
2,000 00 
5,500 00 
2,000 00 
104,500 00 


117,300 00 
240 00 
200 00 
300 00 
150 00 

43,415 00 
200 00 
2,000 00 
100 00 
46,605 00 


10 00 
6,900 00 


6,910 00 


3,000 00 
170 00 


3,170 00 
$598,840 29 


1953 
Allowed by 
Mayor 


$5,220 00 
132 00 


5,352 00 


642 50 
455 00 


1,097 50 


$198,233 02 


1953 
Allowed by 
Mayor 


$240,243 29 
120,000 00 
15,000 00 


375,243 29 
100 00 
2.400 00 
25 00 

200 00 
300 00 
2,000 00 
4,500 00 
100,000 00 
109,525 00 
200 00 
100 00 
250 00 
100 00 
35,000 00 
150 00 
600 00 

50 00 
36,450 00 


10 00 
6,900 00 


6,910 00 


500 00 
170 00 


670 00 
$528,798 29 


FINANCE COMMISSION 


PERSONAL SERVICES 


100. 


Permanent employees 


ConTRACTUAL SERVICES 


210. 
221. 
270. 
281. 
293. 
297. 


Communications 

Electricity 

Repairs and servicing of equipment 
Travel expenses — outside the state 
Cleaning. . é 
Printing, binding and ‘ruling 


SupPLIES AND MATERIALS 


340. 
360. 
393. 


Household supplies and materials 

Office supplies and materials 

General ih a sgt and ma- 
terials ‘be Bid 


CuRRENT CHARGES AND OBLIGATIONS 


420. 
470. 
499, 


Dues and subscriptions 

Rents 

Other current charges and oblign- 
tions . 


EQUIPMENT 


560. 
593. 


Office furniture and ee aM 
Library books 


PERSONAL SERVICES 


100. 
110. 
120. 


Permanent employees 
Temporary mater 


1952 1952 
Appropriation Expenditure 
$45,700 00 $45,742 62 
500 00 469 30 
200 00 153 08 
100 00 39 53 
200 00 154 39 
75 00 66 00 
1,600 00 1,149 10 
2,675 00 2,031 40 
50 00 2 84 
675 00 348 54 
75 00 — 
800 00 301 38 
210 00 162 20 
5,093 00 5,382 34 
5,247 00 123 00 
10,550 00 5,667 54 
100 00 — 
175 00 162 00 
275 00 162 00 
$60,000 00 $53,954 94 
FIRE DEPARTMENT 
1952 1952 
Appropriation Expenditure 
$9,500,000 00 $9,505,825 29 
5,782 50 ae 
180,000 00 177,753 42 


Overtime 


ConTRACTUAL SERVICES 


210. 
221. 
222. 
224. 
230. 
260. 


270. 
281. 
291. 
292. 
293. 
294. 
297. 
299. 


Communications 

Electricity 

Gas 

Steam . , 

Professional and technical services. 

Repairs and maintenance of build- 
ings and structures 

Repairs and servicing of equipment 

Travel expenses — outside the state 

Advertising and posting 

Duplicating services . 

Cleaning 

Freight and expr ess charges 

Printing, binding and ruling 

Other contractual services 


9,685,782 50 


26,000 00 
46,000 00 
3,100 00 
7,800 00 
5,281 00 


52,000 00 
38,000 00 
500 00 
150 00 
25 00 
4,500 00 
1,200 00 
6,500 00 
1,000 00 


192,056 00 
72 


9,683,578 71 


30,019 96 
47,391 75 
3.240 36 
9,794 25 
2.106 98 


54,388 98 
37,921 63 
272 47 
126 80 
84 52 
5,127 45 
1,259 10 
4,931 08 
9,234 19 


205,899 52 


1953 
Department 
Estimate 


$45,600 00 


210 00 
5,693 00 


4,747 00 
10,650 00 


100 00 
175 00 


275 00 
$60,000 00 


1953 
Department 
Estimate 


$9,793,695 03 
192,000 00 
9,985,695 03 


32,000 00 
47,000 00 
3,200 00 
11,500 00 
3,680 00 


136,300 00 
62,200 00 
1,000 00 
200 00 
3,050 00 
6,500 00 
1,200 00 
9,000 00 
34,200 00 


351,030 00 


1953 
Allowed by 
Mayor 


$45,600 00 


500 00 
200 00 
100 00 
200 00 
75 00 
1,600 00 


2,675 00 


50 00 
675 00 


75 00 


800 00 


210 00 
5,693 00 


4,747 00 
10,650 00 


100 00 
175 00 


275 00 
$60,000 00 


1953 
Allowed by 
Mayor 


$9,567,000 00 
150,000 00 
9,717,000 00 
28,000 00 
46,000 00 
3,200 00 


10,000 00 
3,680 00 


59,000 00— 


45,000 00 
1,000 00 
150 00 
100 00 
5,000 00 
1,200 00 
5,000 00 
20,000 00 


227,330 00 


3. SuppLtirs AND MATERIALS 


300. 
310. 
320. 
330. 
340. 
350. 


360. 
370. 


393. 
394. 
395. 


396. 
399, 


Automotive supplies and materials . 

Building supplies and materials 

Food supplies ; 

Heating supplies and materials 

Household supplies and materials 

Medical, dental and ma sup- 
plies and materials 

Office supplies and materials 

Police, traffic control, and firefight- 
ing supplies and materials 

General operating supplies and ma- 
terials 

Repair parts and materials (non- 
automotive) 

Tools and instruments (except medi- 
cal and laboratory) ; 

Wearing apparel 

Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
420. 
430. 
440. 
470. 


Dues and subscriptions 

Bond and insurance premiums 
Licenses : : 
Rents 


5. EQUIPMENT 


500. 
510. 


520. 


530. 
540. 
550. 


560. 
570. 
580. 
593. 
599. 


Automotive equipment 

Electrical and mechanical ma- 
chinery and equipment 

Engineering and scientific equip- 
ment , : ; ‘ 

Firefighting equipment 

Household furniture and equipment 

Medical, dental and hospital equip- 
ment ( 

Office furniture and equipment 

Public Works equipment . 

Signal equipment | 

Library books 

Other equipment 


STRUCTURES AND IMPROVEMENTS 


Fire Stations 


1952 
Appropriation 


$95,000 00 
18,000 00 
50 00 
91,300 00 
10,000 00 


1,500 00 
17,000 00 


50,000 00 
8,000 00 
25,000 00 
6,500 00 
24,000 00 
4,000 00 
350,350 00 
362 00 

85 00 

48 00 
5,449 50 
5,944 50 
25,000 00 
9,000 00 
2,000 00 
109,500 00 
4,000 00 


3,100 00 
5,000 00 


30,000 00 
237 50 
1,500 00 


189,337 50 


1952 
Expenditure 


$93,701 03 
29,208 46 
3 00 
79,733 14 
13,219 70 


1,382 11 
22/388 10 


60,709 26 
13,754 90 
28,940 19 
8,208 90 
18,491 88 

474 31 


370,214 98 


142,144 42 


1953 
Department 
Estimate 


$127,000 00 
30,000 00 
50 00 
95,000 00 
17,300 00 


1,500 00 
20,000 00 


82,200 00 
17,000 00 
54,500 00 
8,000 00 
56,000 00 
5,000 00 
513,550 00 


400 00 
135 00 


5,449 50 
5,984 50 
36,362 00 
19,300 00 
2,700 00 
335,000 00 
6,500 00 
2,745 00 
8,370 00 
2,700 00 
61,800 00 
424 50 
2,500 00 
478,401 50 


90,000 00 


FIRE DEPARTMENT — ELECTRICAL INSPECTION DIVISION 


1953 
Allowed by 
Mayor 


$90,000 00 
24,000 00 
25 00 
89,000 00 
10,000 00 


1,500 00 
18,000 00 


61,000 00 
15,000 00 
30,000 00 
6,500 00 
31,000 00 
5,000 00 


381,025 00 


400 00 
135 00 


5,449 50 
5,984 50 
10,000 00 
1,000 00 
48,000 00 
4,000 00 


2,745 00 
5,000 00 


40,000 00 
300 00 
1,500 00 
112,545 00 


$10,423,470 50 $10,407,490 11 $11,424,661 03 $10,443,884 50 


1953 1953 
‘ 1952 1952 Department Allowed by 
Appropriation Expenditure Estimate Mayor 
1. PERSONAL SERVICES 
100. Permanent employees $144,316 34 $150,441 62 $163,017 90 $158,178 96 
2. CONTRACTUAL SERVICES 
270. Repairs and servicing of equipment . 100 00 3 25 100 00 100 00 
281. ‘Travel expenses — outside the state 150 00 128 63 300 00 300 00 


73 


qr 


FIRE DEPARTMENT — ELECTRICAL INSPECTION DIVISION—Continued 


282. Travel expenses — inside the state . 
291. Advertising and posting 
297. Printing, binding and ruling 


SUPPLIES AND MATERIALS 

360. Office supplies and materials ; 

393. General PrRRAnE supplies and ma- 
terials : ; ' 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
430. Bond and insurance premiums 


EQUIPMENT 
560. Office furniture and equipment 
5938. Library books “ caus 


1952 
Appropriation 


$2,600 00 

125 00 
2,500 00 
5,475 00 
2,300 00 

50 00 
2,350 00 


55 00 
40 00 


95 00 
150 00 
150 00 
$152,386 34 


1952 
Expenditure 


$1,784 60 
463 20 
3,379 68 
3,199 56 
34 37 
3,233 93 


55 00 
40 00 


95 00 
132 50 


132 50 
$157,282 73 


HEALTH DEPARTMENT 


PERSONAL SERVICES 

100. Permanent employees 
110. Temporary employees 
120. Overtime 


CONTRACTUAL SERVICES 

200. Board and care of persons 

210. Communications 

221. Electricity . 

2225) Gases 

230. Professional and technical services . 

260. Repairs and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment 

281. Travel expenses—outside the state. 

282. Travel expenses—inside the state 

285. Transportation of other persons 

291. Advertising and posting 

293. Cleaning 

294. Freight and express charges 

297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials 

310. Building supplies and materials 

330. Heating supplies and materials 

340. Household supplies and materials . 

350. Medical, dental and yee i 
plies and materials 


1952 
Appropriation 


$1,338,772 29 
5,200 00 
1,200 00 


1,345,172 29 


182,000 00 
4,400 00 
10,000 00 
3,600 00 
30,000 00 


10,000 00 
2,000 00 
2,500 00 

11,000 00 
1,000 00 

100 00 
5,900 00 
10 00 
1,000 00 
1,500 00 


265,010 00 


1,200 00 

100 00 
14,000 00 
3,200 00 


15,000 00 
74 


1952 
Expenditure 


$1,337,870 60 
4,167 23 
2,655 85 


1,344,693 68 


188,680 55 
4,112 30 
10,278 58 
3,588 41 
30,920 55 


11,935 30 
4,144 16 
2,799 54 

12,630 10 
1,028 00 

56 70 
7,667 47 
73 53 
4,518 00 
896 72 


283,329 91 
1,191 11 
148 59 
15,357 57 
2,643 22 


15,975 59 


1953 
Department 
Estimate 


$3,120 00 
500 00 
4,020 00 
3,300 00 
50 00 
3,350 00 


55 00 
40 00 


95 00 


65 00 


65 00 
$170,482 90 


1953 
Department 
Estimate 


$1,470,433 34 
5,730 00 
2,500 00 


1,478,663 34 


150,000 00 
4,300 00 
10,000 00 
3,600 00 
31,300 00 


10,000 00 


12,600 00 
1,000 00 

100 00 
6,500 00 

10 00 
1,500 00 
2,000 00 


238,910 00 
1,400 00 
200 00 
15,000 00 
3,500 00 


15,000 00 


1953 
Allowed by 
Mayor 


$2,600 00 
300 00 
3,300 00 
2,800 00 
50 00 
2,850 00 


55 00 
40 00 


95 00 


65 00 
65 00 
$164,488 96 


1953 
Allowed by 
Mayor 


$1,375,724 84 
4,000 00 
1,200 00 


1,380,924 84 


ogre > 


360. Office supplies and materials 

370. Police, traffic control, and firefight- 
ing supplies and materials 

380. Public Works supplies and materials 

391. Agriculture, park and livestock sup- 
plies and materials 

392. Education and recreation supplies 
and materials . 

393. General operating supplies and ma- 
terials 

394. Repair parts and materials (non- 
automotive) 

395. Tools and instruments (except medi- 
cal and laboratory) 

396. Wearing apparel 

399. Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 

420. Dues and subscriptions 

430. Bond and insurance premiums 

440. Licenses : : 

470. Rents . : 

499. Other current charges and obliga- 
tions . : : , ; 


EQUIPMENT 

500. Automotive equipment 

530. Firefighting equipment 

540. Household furniture and equipment 

550. Medical, dental and hospital equip- 
ment : 

560. Office furniture and equipment 

593. Library books ; e 


1952 
Appropriation 


$15,000 00 


93 00 
700 00 
50 00 
2,000 00 
450 00 
150 00 


50 00 
51,993 00 


120 00 
15 00 
25 00 

1,548 00 


200 00 


1,908 00 


25 00 
1,000 00 


6,000 00 
1,000 00 

130 00 
8,155 00 


$1,672,238 29 


1952 
Expenditure 


$21,722 62 


43 56 
70 80 


15 88 
534 76 


3,653 44 
233 60 
62 46 
4,500 14 


$1,695,960 59 


FEDERAL PUBLIC HEALTH PROGRAM 


1952 


Appropriation 


$27,636 46 


1952 
Expenditure 


$14,504 08 


HOSPITAL DEPARTMENT 


PERSONAL SERVICES 

100. Permanent employees 
110. Temporary “ees 
120. Overtime 


CoNTRACTUAL SERVICES 
210. Communications 
221. Electricity 

222. Gas 


1952 


Appropriation 


$7,050,000 00 
160,000 00 
200,000 00 


1952 
Expenditure 


$7,339,995 71 
161,560 55 
110,848 69 


7,410,000 00 


65,000 00 
26,000 00 
13,500 00 


75 


7,612,404 95 


79,191 13 
32,560 32 
14,057 06 


1953 
Department 
Estimate 


$16,000 00 


100 00 
900 00 
50 00 
2,500 00 
300 00 
200 00 
100 00 
100 00 
55,350 00 
120 00 
10 00 
30 00 
1,398 00 
200 00 
1,758 00 
3,600 00 
600 00 
6,425 00 
1,625 00 
300 00 
12,550 00 


$1,787,231 34 


1953 
Department 
Estimate 


$17,816 60 


1953 
Department 
Estimate 


$8,225,400 00 
132,000 00 
125,000 00 


8,482,400 00 
65,000 00 


30,500 00 
14,500 00 


1953 
Allowed by 
Mayor 


$16,000 00 


100 00 
800 00 
50 00 
2,000 00 
250 00 
150 00 
50 00 
50 00 
53,450 00 
100 00 
10 00 
30 00 
1,398 00 
200 00 
1,738 00 
600 00 
5,000 00 
875 00 
130 00 
6,605 00 


$1,676,227 84 


1953 
Allowed by 
Mayor 


$15,000 00 


1953 
Allowed by 
Mayor 


$7,725,000 00 


100,000 00 
100,000 00 


7,925,000 00 
65,000 00 


30,500 00 
14,500 00 


Or 


HOSPITAL DEPARTMENT—Continued 


230. Professional and technical services . 

200. Repairs and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment 

281. Travel expenses — outside the state 

282. ‘Travel expenses — inside the state . 

285. Transportation of other persons 

291. Advertising and posting 

292. Duplicating services . 

293. Cleaning 

294. Freight and express charges 

297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 

310. Building supplies and materials 

320. Food supplies 

330. Heating supplies and materials 

340. Household supplies and materials 

350. Medical, dental and prt’ sup- 

, plies and materials : 

360. Office supplies and materials 

370. Police, traffic control, and _fire- 
fighting supplies and materials 

380. Public Works supplies and materials 

391. Agriculture, park and livestock sup- 
plies and materials 

392. Education and recreation supplies 
and materials . 


393. General operating supplies and 
materials . A 

394. Repair parts and materials (non- 
automotive) 


395. Tools and instruments ( except med- 
ical and laboratory) 

396. Wearing apparel : 

399. Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions . 

430. Bond and insurance premiums 
440. Licenses : : , 

470. Rents 


EQUIPMENT 

500. Automotive equipment 

510. Electrical and mechanical machinery 
and equipment 

520. Engineering and scientific equip- 
ment : 4 : 

530. Firefighting equipment 

540. Household furniture and equipment 

550. Medical, dental and hospital equip- 
ment J 

560. Office furniture and equipment 

570. Public Works equipment . 


1952 
Appropriation 


$35,000 00 


160,000 00 
100,000 00 
500 00 
2,600 00 
25 00 

700 00 
100 00 
17,000 00 
300 00 
800 00 
8,500 00 


430,025 00 


4,000 00 
42,000 00 
1,325,000 00 
212,000 00 
195,000 00 


850,000 00 
73,000 00 


500 00 
200 00 


4,000 00 
1,300 00 
30,000 00 
10,000 00 
6,500 00 
65,000 00 
2,100 00 


2,820,600 00 


2,950 00 
1,000 00 


6,500 00 
10,450 00 


5,000 00 
63,600 00 


34 00 
3,000 00 
40,000 00 


80,000 00 
20,000 00 
1,800 00 


76 


1952 
Expenditure 


$59,864 86 
146,782 86 


100,407 32 
260 78 


468,726 80 
3,673 55 
44,580 65 
1,148,992 45 
210,165 63 
199,888 18 


778,732 77 
81,054 82 


303 52 
157 90 


2,896 77 
1,596 36 
28,540 99 
14,564 70 
4,103 12 
51,558 37 
2,338 58 


2,573,148 36 


3.044 27 
558 75 
40 00 
3,787 83 


7,430 85 


6,247 50 
16,922 02 


23 00 
1,461 24 
42,174 36 


79,500 46 
32,188 46 


1953 
Department 
Estimate 


$72,700 00 


186,000 00 
93,000 00 
500 00 
2,600 00 
25 00 
1,300 00 
200 00 
15,000 00 
300 00 
2,700 00 
13,000 00 


497,325 00 


4,000 00 
44,000 00 
1,000,000 00 
200,000 00 
190,000 00 


800,000 00 
75,000 00 


500 00 
100 00 


3,500. 00 
3,300 00 
30,000 00 
13,000 00 
5,000 00 
60,000 00 
3,000 00 


2,431,400 00 


3,100 00 
600 00 
25 00 
4,560 00 


8,285 00 


10,000 00 
90,525 00 
39 00 
1,500 00 
65,300 00 


124,000 00 
28,150 00 


1953 
Allowed by 
Mayor 


$72,700 00 


150,000 00 
93,000 00 
500 00 
2,600 00 
25 00 
1,300 00 
200 00 
15,000 00 
300 00 
2,700 00 
10,000 00 


458,325 00 

4,000 00 
44,000 00 
975,000 00 
200,000 00 
190,000 00 


775,000 00 
75,000 00 


500 00 
100 00 


3,500 00 
3,300 00 | 
30,000 00 — 
10,000 00 
5,000 00 
60,000 00 
3,000 00 


2,378,400 00 


3,100 00 
600 00 
25 00 
4,000 00 


7,725 00 


8,700 00 
50,000 00 
39 00 
1,500 00 
50,000 00 


100,000 00 
20,000 00 


591. Agriculture, 
equipment 
593. Library books 
594. Motorless vehicles 
599. Other equipment 


park and_ recreation 


STRUCTURES AND IMPROVEMENTS © 
26-11. Installation, Alterations, and 
Repairs : ; 


1952 
Appropriation 


$100 00 
1,000 00 
8,000 00 
1,500 00 


224,034 00 


115,000 00 


1952 
Expenditure 


$1,492 61 
2,907 37 
1,008 30 


183,925 32 


68,999 50 


1953 
Department 
Estimate 


$1,500 00 
1,500 00 
26,000 00 
1,500 00 


350,014 00 


50,000 00 


$11,010,109 00 $10,914,635 78 $11,819,424 00 


HOSPITAL DEPARTMENT — SANATORIUM DIVISION 


PERSONAL SERVICES 

100. Permanent employees 
110. Temporary apy 
120. Overtime 


CONTRACTUAL SERVICES 

210. Communications 

221. Electricity 

MASON OI! est... 

230. Professional and technical services . 

260. Repairs and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment . 

282. Travel expenses — inside the state . 

291. Advertising and posting 

293. Cleaning 

294. Freight and express char ges 

297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 

310. Building supplies and materials 

320. Food supplies 

330. Heating supplies and materials 

340. Household supplies and materials . 

350. Medical, dental and hospital quppiies 
and materials . 

360. Office supplies and materials 

370. Police, traffic control, and firefight- 
ing supplies and materials : 

391. Agriculture, park and livestock sup- 
plies and materials , 

392. Education and recreation supplies 
and materials . 


393. General operating supplies and 
materials . . 

394. Repair parts and materials (non- 
automotive) 


395. Tools and instruments (except medi- 
cal and laboratory) ae 


1952 
Appropriation 


$1,450,000 00 


4,000 00 
65,000 00 


1,519,000 00 


4,450 00 
14,000 00 
3,000 00 
6,600 00 


70,000 00 
9,500 00 
100 00 
175 00 
3,500 00 
100 00 
225 00 
4,000 00 


SSE 


115,650 00 


500 00 
3,500 00 
475,000 00 
50,000 00 
30,350 00 


110,000 00 
3,200 00 


150 00 
250 00 
2,500 00 
3,000 00 
1,800 00 
400 00 


1952 
Expenditure 


$1,513,113 61 


2,713 74 
49,266 22 


1,565,093 57 


4,069 32 


122,379 82 


350 79 
3,398 74 
416,768 64 
51,129 68 
23,673 91 


62,833 51 
3,690 86 


1953 
Department 
Estimate 


$1,640,000 00 


3,000 00 
50,000 00 


1,693,000 00 


4,500 00 
15,600 00 
3,300 00 
35,600 00 


128,500 00 
10,000 00 
100 00 
175 00 
3,300 00 
100 00 
225 00 
4,450 00 


205,850 00 


500 00 

6,750 00 
350,000 00 
50,020 00 
31,850 00 


84,000 00 
4,500 00 


1953 
Allowed by 
Mayor 


$250 00 
1,500 00 
8,800 00 
1,500 00 


242,289 00 


50,000 00 


$11,061,739 00 


1953 
Allowed by 
Mayor 


$1,540,000 00 


2,500 00 
40,000 00 


1,582,500 00 


146,950 00 


400 00 
4,000 00 
350,000 00 
50,020 00 
28,000 00 


75,000 00 
4,000 00 


75 00 
175 00 
4,000 00 
3,000 00 
1,800 00 
400 00 


or 


HOSPITAL DEPARTMENT — SANATORIUM. DIVISION—Continued 


1952 
Appropriation 
396. Wearing apparel $1,500 00 
399. Other supplies and materials 50 00 
682,200 00 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions ; 125 00 
430. Bond and insurance premiums 30 00 
440. Licenses : 20 00 
175 00 
EQUIPMENT 
500. Automotive equipment. — 
510. Electrical and mechanical machiner y 
and equipment ; 9,200 00 
530. Firefighting equipment 450 00 
540. Household furniture and equipment 6,500 00 
550. Medical, dental and hospital ome: 
ment 20,000 00 
560. Office furniture and equipment 940 00 
570. Public Works equipment . — 
591. Agriculture, park and recreation 
equipment ; : — 
593. Library books 100 00 
594. Motorless vehicles 700 00 
599. Other equipment 750 00 
ab 38,640 00 
STRUCTURES AND IMPROVEMENTS 
26-21. Installations, Alterations and Re- 
pairs 50,000 00 


1952 
Expenditure 


$1,586 93 
1 50 


572,863 06 
120 50 


30 00 
6 00 


156 50 


48,999 58 


$2,405,665 00 


$2,349,863 69 


1953 
Department 
Estimate 


$1,600 00 
50 00 
539,970 00 


175 00 
40 00 
10 00 


225 00 
2,000 00 


9,950 00 
550 00 
10,450 00 


8,900 00 
2.500 00 


125 00 
285 00 
1,000 00 
25 00 


35,785 00 


100,000 00 


$2,574,830 00 


INSTITUTIONS DEPARTMENT — CENTRAL OFFICE 


1952 
Appropriation 


PERSONAL SERVICES 


100. Permanent employees $76,912 20 
110. ‘Temporary aD 221 00 
120. Overtime 289 73 
77,422 93 
CONTRACTUAL SERVICES 
210. Communications 10 00 
221. Electricity a+ 
270. Repairs and servicing of equipment : 400 00 
281. Travel expenses—outside the state . 500 00 
282. ‘Travel expenses—inside the state 1,000 00 
285. ‘Transportation of other persons 500 00 
297. Printing, binding and ruling .. 25 00 
2,435 00 
SUPPLIBS AND MATERIALS 
300. Automotive supplies and materials . 360 00 
340. Household supplies and materials 45 00 
360. Office supplies and materials 1,240 00 
1,645 00 


78 


1952 
Expenditure 


$80,616 99 
331 50 
443 OL 


81,391 50 


2,070 78 


1953 
Department 
Estimate 


$87,647 45 
516 00 
971 26 


89,134 71 


10 00 
25 00 
125 00 
500 00 
1,000 00 
500 00 
25 00 


2,185 00 


45 00 
1,240 00 


1,285 00 


1953 
Allowed by 
Mayor 


$1,500 00 
50 00 


522,420 00 
125 00 


40 00 
6 00 


171 00 


8,450 00 
450 00 
6,500 00 


8,900 00 
1,000 00 


125 00 
100 00 
1,000 00 
25 00 


26,550 00 


50,000 00 
$2,328,591 00 


1953 
Allowed by 
Mayor 


$82,647 45 
200 00 
82,847 45 


10 00 
25 00 
125 00 
400 00 
1,000 00 
400 00 
25 00 


1,985 00 


45 00 
1,240 00 


1,285 00 


CuRRENT CHARGES AND OBLIGATIONS 


420. 
430. 


Dues and subscriptions 
Bond and insurance premiums 


440. Licenses 


470. 


Rents 


EQUIPMENT 


560. 
593. 


Office furniture and cau EaeHt 
Library books 


1952 
Appropriation 


$80 00 
10 00 
3 00 


93 00 


159 00 
60 00 


219 00 
$81,814 93 


1952 
Expenditure 


$21 00 
10 00 


iit, 


38 79 


137 50 
70 35 


207 85 
$86,266 88 


1953 
Department 
Estimate 


$80 00 
10 00 


90 00 


159 00 
65 00 


224 00 
$92,918 71 


INSTITUTIONS DEPARTMENT — CHILD WELFARE DIVISION 


PERSONAL SERVICES 
100. Permanent employees 


110. 


Temporary employees 


CONTRACTUAL SERVICES 


200. 
210. 
230. 
240. 


Board and care of persons 
Communications 

Professional and technical services 
Recording and judicial services 
Repairs and servicing of equipment 
Travel expenses — outside the state 
Travel expenses — inside the state 
Transportation of other persons 
Cleaning ; 
Freight and express charges 
Printing, binding and ruling 

Other contractual services 


SUPPLIES AND MATERIALS 


300. 
340. 
350. 


360. 
392. 


393. 
395. 


396. 
399. 


Automotive supplies and materials 

Household supplies and materials . 

Medical, dental and hospital By epues 
and materials . 

Office supplies and materials 

Education and recreation supplies 
and materials . 

General operating supplies and ma- 
terials 

Tools and instruments (except medi- 
cal and laboratory) are. 

Wearing apparel 

Other supplies and materials 


CuRRENT CHARGES AND OBLIGATIONS 


420. 
440. 
470. 
499. 


Dues and Te a 

Licenses 

Rents 

Other current charges and obligations 


1952 
Appropriation 


$97,884 41 
471 00 


98,355 41 


530,000 00 
150 00 
10,000 00 
15 00 
300 00 
200 00 
3,000 00 
1,300 00 
200 00 
100 00 
10 00 
3,500 00 


548,775 00 


500 00 
610 00 


2,800 00 
3,200 00 


2,000 00 
650 00 

10 00 
92,000 00 
10 00 
101,780 00 
548 00 


4 00 
8 00 


560 00 
79 


1952 
Expenditure 


$101,408 66 
291 90 


101,700 56 


521,426 60 
88 31 
9,490 30 

1 00 

461 35 

32 43 
3,252 49 
1,700 55 
408 85 

84 10 


3,018 44 
539,964 42 


317 33 
597 93 


3,910 57 
3,853 81 


1,271 24 
747 43 


84,968 09 


95,666 40 


390 10 
7 50 
11 70 
60 00 


469 30 


1953 
Department 
Estimate 


$113,490 26 
674 00 


114,164 26 


530,000 00 
150 00 
10,000 00 
15 00 
600 00 
200 00 
3,000 00 
1,300 00 
200 00 
100 00 
10 00 
3,500 00 


549,075 00 


800 00 
610 00 


2,800 00 
3,200 00 


2,000 00 
650 00 

10 00 
92,000 00 
10 00 
102,080 00 
548 00 


6 00 
8 00 


562 00 


1953 
Allowed by 
Mayor 


$80 00 
10 00 


90 00 


159 00 
65 00 


224 00 
$86,431 45 


1953 
Allowed by 
Mayor 


$113,490 26 
250 00 


113,740 26 


510,000 00 
100 00 
10,000 00 
15 00 
300 00 
200 00 
3,000 00 
1,300 00 
100 00 
100 00 
10 00 
3,500 00 


528,625 00 


500 00 
610 00 


2,800 00 
3,200 00 


1,500 00 
500 00 

10 00 
85,000 00 
10 00 
94,130 00 
548 00 


6 00 
8 00 


562 00 


Ls 


INSTITUTIONS DEPARTMENT— CHILD WELFARE DIVISION—Continued 


1952 


Appropriation 
HQUIPMENT 

500. Automotive equipment $2,100 00 
540. Household furniture and equipment 50 00 

550. Medical, dental and hospital a 
ment 50 00 
560. Office furniture and equipment 159 00 
593. Library books : ; , 110 00 
2,469 00 
$751,939 41 


1952 
Expenditure 


$1,987 10 
39 75 


151 24 
92 20 


2,270 29 


$740,070 97 


1953 
Department 
Estimate 


$50 00 
159 00 
110 00 


319 00 
$766,200 26 


INSTITUTIONS DEPARTMENT — LONG ISLAND HOSPITAL 


PERSONAL SERVICES 

100. Permanent employees 
110. Temporary employees 
120. Overtime ; 


CONTRACTUAL SERVICES 

200. Board and care of persons 

210. Communications 

221. Electricity 

222. Gas 

225. Street lighting 

230. Professional and technical services. . 

240. Recording and judicial services 

260. Repairs and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment 

281. ‘Travel expenses—outside the state . 

282. Travel expenses—inside the state 

285. ‘Transportation of other persons 

291. Advertising and posting 

292. Duplicating services . 

293. Cleaning 

294. Freight and express char ges 

297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials 

310. Building supplies and materials 

320. Food supplies 

330. Heating supplies and materials . 

340. Household supplies and materials 

390. Medical, dental and ee ans 
plies and materials 

Office supplies and materials 

Police, traffic control, and firefight- 
ing supplies and materials 

Agriculture, park and livestock sup- 
plies and materials 

Education and recreation supplies 
and materials . Pike 


360. 
370. 


391. 
392. 


1952 


Appropriation 


$950,000 00 
4,000 00 
45,000 00 


999,000 00 


35,000 00 
4,500 00 
1,500 00 

300 00 
1,000 00 
2,025 00 


70,000 00 
8,000 00 
300 00 
700 00 
45,000 00 
550 00 
250 00 
200 00 
1,500 00 
200 00 
3,200 00 


174,225 00 
3,500 00 
9,372 26 

396,000 00 

96,000 00 
45,000 00 


40,000 00 
3,500 00 


132 00 
75 00 


2,500 00 
80 


1952 
Expenditure 


$1,042,913 37 
199 07 
40,805 94 


1,085,918 38 


17,861 95 

6,453 15 

1,650 97 

388 71 

1,349 94 

28,588 66 
4 


45,202 87 
11,972 43 
1,201 57 
23,312 50 
441 34 
24 51 

46 10 
168 00 
108 50 
3,918 99 


142,694 29 
2,970 49 
9,372 26 

374,353 27 

84,980 99 
34,704 76 


41,826 57 
3,787 21 


354 97 
3,480 74 


1953 
Department 
Estimate 


$1,503,960 19 
7,394 08 
45,000 00 


1,556,354 27 


20,000 00 
6,900 00 
1,715 00 

649 75 
1,665 00 
52,415 00 


73,175 00 
15,409 90 
500 00 
2,000 00 
45,000 00 
500 00 
260 00 
200 00 
300 00 
400 00 
11,650 00 


232,739 65 
3,836 05 
10,935 00 
390,289 26 
90,573 40 
44,868 80 


48,739 69 
6,000 00 


120 00 
700 00 
5,055 72 


1953 
Allowed by 
Mayor 


$50 00 
65 00 
115 00 


$737,172 26 


1953 
Allowed by 
Mayor 


$1,175,000 00 
2,000 00 
35,000 00 


1,212,000 00 


20,000 00 
6,900 00 
1,715 00 

649 75 
1,665 00 
27,000 00 


50,000 00 
14,000 00 
500 00 
1,000 00 
45,000 00 
500 00 
260 00 
200 00 
300 00 
400 00 
4,000 00 


174,089 75 


3,500 00 
9,500 00 
380,000 00 
86,000 00 


38,000 00 


43,000 00 
5,000 00 


120 00 
700 00 
2,500 00 


: 
| 
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393. 
394. 
395. 


396. 
399. 


General operating supplies and ma- 
terials 

Repair parts and materials (non- 
automotive) 

Tools and instruments (except medi- 
cal and laboratory) 

Wearing apparel 

Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 


420. 
430. 


440. 
470. 
496. 


Dues and subscriptions 

Bond and insurance premiums 

Licenses : ; 

Rents 

Taxes (real ‘estate and water—on 
city-owned property) 


EQUIPMENT 


500. 
510. 


520. 


530. 
540. 
590. 


560. 
591. 


592. 
593. 
594. 
599. 


Automotive equipment 

Electrical and mechanical machiner y 
and equipment 

Engineering and scientific equip- 
ment ‘ : 

Firefighting equipment 

Household furniture and equipment 

Medical, dental and hospital equip- 
ment : 

Office furniture and equipment 

Agriculture, park and_ recreation 
equipment ; 

Cemetery equipment 

Library books 

Motorless vehicles 

Other equipment 


STRUCTURES AND IMPROVEMENTS 


26-31. Special Improvements and Re- 
pairs . , ' : 
LAND AND NOoN-STRUCTURAL IMPROVE- 


812. 


MENTS TO LAND. 


Landscaping, Grading, Drainage 


1952 
Appropriation 


$1,500 00 
2,000 00 
150 00 
20,000 00 
3,000 00 
619,857 00 


418 50 
10 00 


42 00 


30,000 00 


25,000 00 
2,300 00 


400 00 
1,000 00 
700 00 


74,775 00 


180,000 00 


1952 
Expenditure 


$2,937 00 
5,699 10 
1,132 69 

27,963 50 
1,147 15 


594,710 70 


42,370 45 


108,616 51 


$2,048,327 50 


$1,975,128 66 


LAW DEPARTMENT 


PERSONAL SERVICES 


100. 
110. 


Permanent employees 
Temporary employees 


CONTRACTUAL SERVICES 


210. 
230. 
240. 


Communications ; 
Professional and technical services . 
Recording and judicial services 


1952 
Appropriation 


$300,245 59 
2,000 00 
302,245 59 


4,500 00 
55,000 00 
15,000 00 


81 


1952 
Expenditure 


$306, a 08 
150 


306,528 58 
5,884 37 


86,297 10 
14,972 49 


1953 
Department 
Estimate 


$4,824 26 
8,385 00 
1,918 00 

28,804 20 
1,000 00 

646,049 38 
451 10 

10 00 

30 00 

60 00 


319 00 


870 10 
6,100 00 
8,002 60 

500 00 

21,199 70 


24,515 36 
5,862 00 


908 90 
198 75 
6,070 00 
2,243 00 


75,600 31 


180,300 00 


1,500 00 
$2,693,413 71 


1953 
Department 
Estimate 


$326,407 97 
500 00 


326,907 97 


6,000 00 
93,500 00 
18,000 00 


1953 
Allowed by 
Mayor 


819 00 
1,700 00 
3,500 00 

500 00 

15,000 00 


22,000 00 
2,500 00 


600 00 
150 00 
3,000 00 
643 00 


49,593 00 


100,000 00 


$2,140,321 75 


1953 
Allowed by 
Mayor 


$317,780 91 
500 00 


318,280 91 
5,500 00 


80,000 00 
15,000 00 


LAW DEPARTMENT—Continued 


270. Repairs and servicing of equipment . 
281. Travel expenses—outside the state . 
282. Travel expenses—inside the state 
291. Advertising and posting 

292. Duplicating services . 

293. Cleaning. 

297. Printing, binding and. ruling 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 
340. Household supplies and materials 
360. Office supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 

430. Bond and insurance premiums 
440. Licenses ; ; 

470. Rents 


EQUIPMENT 
560. Office furniture and equipment 
593. Library books : : 


WORKMEN’S COMPENSATION SERVICE 


PERSONAL SERVICES 
100. Permanent employees 
110. Temporary employees 


CONTRACTUAL SERVICES 
270. Repairs and servicing of equipment . 
282. Travel expenses — inside the state . 


SUPPLIES AND MATERIALS 

350. Medical, dental and hospital sup- 
plies and materials t , 

360. Office supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


EQUIPMENT 
560. Office furniture and aig 
593. Library books 


1952 


Appropriation 


$300 00 
700 00 
3,000 00 
100 00 
5,000 00 
200 00 
1,000 00 


84,800 00 
100 00 
100 00 

5,650 00 
5,850 00 
1,200 00 
20 00 

7 00 
250 00 
1,477 00 


300 00 
1,000 00 


1,300 00 


$395,672 59 


1952 


Appropriation 


$31,822 00 


31,822 00 


100 00 
100 00 


200 00 
1,000 00 
540 00 
1,540 00 
50 00 


60 00 


60 00 


$33,672 00 


82 


1952 
Expenditure 


$240 98 
347 60 
2,511 20 
48 00 
6,042 00 
195 00 
1,660 25 


118,202 99 
62 04 

74 20 
4,719 99 
4,856 23 


1,315 00 
15 00 


73 50 
1,403 50 


993 80 


993 80 


$431,985 10 


1952 
Expenditure 


$29,676 40 
863 08 


30,539 48 


39 20 
68 60 


107 80 


415 10 


415 10 
32 00 


14 00 


14 00 
$31,108 38 


1953 
Department 
Estimate 


$300 00 
300 00 
3,200 00 
100 00 
6,000 00 
200 00 
10,500 00 


138,100 00 


100 00 
5,650 00 


5,750 00 


1,500 00 
20 00 


180 00 
1,700 00 


500 00 
1,000 00 


1,500 00 


$473,957 97 


1953 
Department 
Estimate 


$33,374 73 


33,374 73 


100 00 
200 00 


300 00 
500 00 
540 00 

1,040 00 

50 00 


300 00 
100 00 


400 00 
$35,164 73 


1953 
Allowed by 
Mayor 


$300 00 
300 00 
3,000 00 
50 00 
5,000 00 
200 00 
1,000 00 
110,350 00 
50 00 
5,650 00 
5,700 00 


1,500 00 
20 00 


180 00 
1,700 00 


380 00 
1,000 00 


1,380 00 


1953 
Allowed by 
Mayor 


$33,374 73 


33,374 73 


100 00 
100 00 


200 00 


500 00 
540 00 


1,040 00 
50 00 


60 00- 


60 00 
$34,724 73 


$437,410 91 


uD. 


i. 


LIBRARY DEPARTMENT 


PERSONAL SERVICES 


100. 


Permanent employees 


CONTRACTUAL SERVICES 


210. 
221. 
(| 222. 
224. 
230. 
240. 
251. 
202. 
260. 


270. 
281. 
282. 
291. 
292. 
293. 
294. 
297. 
299. 


Communications 

Electricity 

Gas 

Steam . 

Professional and technical serv ices . 

Recording and judicial services 

Collection of garbage and waste 

Disposal of garbage and waste 

Repairs and maintenance of build- 
ings and structures 

Repairs and servicing of equipment . 

Travel expenses — outside the state 

Travel expenses — inside the state . 

Advertising and posting 

Duplicating services . 

Cleaning 

Freight and express char ges 

Printing, binding and ruling 

Other contractual services 


SUPPLIES AND MATERIALS 


395. 


396. 
399. 


Automotive supplies and materials . 

Building supplies and materials 

Heating supplies and materials 

Household supplies and materials . 

Medical, dental and ae sup- 
plies and materials 

Office supplies and materials 

Police, traffic control, and fir efight- 
ing supplies and materials 

Public Works supplies and materials 

Agriculture, park and livestock sup- 
‘plies and materials 

Education and recreation supplies 
and materials . 

General operating and 
materials . 

Repair parts and materials (non- 
automotive) 

Tools and instruments (exe ept medi- 
cal and laboratory) 

Wearing apparel 

Other supplies and materials 


supplies 


CURRENT CHARGES AND OBLIGATIONS 


420. Dues and subscriptions 

430. Bond and insurance premiums 

470. Rents ; 

EQUIPMENT 

510. Electrical and mechanical machinery 
and equipment , 

530. Firefighting equipment 


540. Household furniture and equipment 


1952 
Appropriation 


$2,450,000 00 


10,894 74 
33,000 00 
1,000 00 

18,000 00 
1,000 00 

2,000 00 

50 00 

52 00 


25,000 00 
3,340 00 
1,200 00 
1,500 00 

200 00 
400 00 
4,000 00 
500 00 
200 00 
1,500 00 


203,836 74 
100 00 
4,000 00 
11,300 00 
6,400 00 
100 00 
19,000 00 
180 00 

90 00 
170,000 00 
4,500 00 
1,100 00 
900 00 

25 00 
15,000 00 
232,695 00 
12,500 00 
658 00 
57,726 00 


70,884 00 


300 00 
500 00 
5,500. 00 


83 


1952 
Expenditure 


$2,392,393 76 


12,682 37 
41,290 22 
1,148 89 
17,792 34 
14,442 13 
1,169 31 


47 00 


124,479 93 
6,047 38 
1,396 02 
2757 27 

289 50 
1,015 37 
6,002 03 

763 34 

56 50 
2,360 13 


233,739 73 
95 21 
7,426 54 


13,843 57 
9.975 95 


98 80 
169,736 43 
5,738 55 
2.797 83 
780 O1 

7 84 
15,811 46 


263,860 02 


84,041 82 


594 98 
422 88 
1,536 74 


1953 
Department 
Estimate 


$2,429,925 93 


13,250 00 
40,000 00 
1,000 00 

17,000 00 
8,000 00 

2,000 00 

50 00 

52 00 


427,930 00 
4,340 00 
1,500 00 
1,800 00 

205 00 
500 00 
6,500 00 
700 00 
150 00 
3,700 00 


528,677 00 
100 00 
7,770 00 
12,400 00 
10,100 00 
100 00 
24,690 00 
180 00 

125 00 
317,500 00 
5,700 00 
2,500 00 
1,000 00 
325 00 
17,000 00 


399,490 00 


12,500 00 
850 00 
66,546 00 


79,896 OO 


1,360 00 
355 00 
5,481 00 


1953 
Allowed by 
Mayor 


$2,429,925 93 


13,250 00 
40,000 00 
1,000 00 

17,000 00 
8,000 00 

2,000 00 

50 00 

52 00 


125,000 00 
4,340 00 
1,500 00 
1,800 00 

205 00 


200,000 00 
5,700 00 
2,500 00 
1,000 00 

325 00 
17,000 00 
281,720 00 
12,500 00 


850 00 
66,546 00 


79,896 OO 


600 00 
355 00 
2,500 00 


LIBRARY DEPARTMENT—Continued 


1952 1952 
Appropriation Expenditure 
560. Office furniture and equipment $15,000 00 $19,007 70 
591. Agriculture, park and _ recreation 
equipment 25 00 — 
593. Library books 35,000 00 34,093 92 
594. Motorless vehicles 275 00 1,223 00 
599. Other equipment 100 00 7,318 10 
56,700 00 64,197 32 


$3,014,115 74 $3,038,232 65 


LICENSING BOARD 
1952 


1952 
Appropriation Expenditure 
PERSONAL SERVICES 
100. Permanent employees $84,778 O08 $84,052 88 
110. Temporary Aes 1,500 00 5 00 
120. Overtime ; 1,000 00 513 75 
87,278 08 84,571 63 
CONTRACTUAL SERVICES 
200. Board and care of persons 1,200 00 1,195 95 
210. Communications 400. 00 429 13 
230. Professional and technical services . 1,500 00 ——s 
240. Recording and judicial services 100 00 121 00 
270. Repairs and servicing of equipment . 217.20 136 89 
282. Travel expenses — inside the state . 500 00 510 95 
292. Duplicating services . 45 00 22 00 
293. Cleaning 15 00 20 00 
295. Mailing and letter services 50 00 30 00 
297. Printing, binding and ruling 50 00 10 20, 
4,077 20 2,476 12 
SUPPLIES AND MATERIALS 
340. Household supplies and materials 50 00 71 63 
350. Medical, dental and poppies sup- 
plies and materials . or 69 00 
360. Office supplies and materials : 4,000 00 4,729 99 
393. General Spe ERE guppies and ma- 
terials 15 00 14 40 
4,065 00 4,885 02 
CURRENT CHARGES AND OBLIGATIONS 
470. Rents ce isk ee 10,941 00 10,941 00 
EQUIPMENT 
560. Office furniture and equipment 718 94 878 62 
593. Library books 250 00 243 00 
968 94 1,121 62 
$107,330 22 $103,995 39 


MAYOR, OFFICE EXPENSES 


1952 1952 
Appropriation Expenditure 
PERSONAL SERVICES 
100. Permanent employees $87,462 87 $86,811 37 
120. Overtime : 10,000 00 13,527 07 
97,462 87 100,338 44 
84 


1953 
Department 
Estimate 


$22,050 00 


25 00 
65,000 00 
900 00 
100 00 


95,271 00 


1953 
Allowed by 
Mayor 


$15,000 00 


25 00 
65,000 00 
900 00 
100 00 


84,480 00 


$3,533,259 93 


1953 
Department 
Estimate 


$92,362 80 
1,500 00 
1,000 00 


94,862 80 


1,200 00 
450 00 
1,500 00 
200 00 
267 20 
600 00 
100 00 
20 00 
50 00 
50 00 


4,437 20 
100 00 


15 00 
5,450 00 


15 00 
5,580 00 
10,941 00 


488 15 
300 00 


788 15 


$116,609 15 


1953 
Department 
Estimate 


$87,095 24 
14,480 80 


101,576 04 


$3,101,768 93 


1953 
Allowed by 
Mayor 


$85,629 00 
500 00 
86,129 00 


1,200 00 


450 00 
1,000 00 
100 00 
267 20 
500 00 
50 00 
20 00 
50 00 
50 00 


3,687 20 
100 00 


15 00 
4,500 00 


15 00 © 


4,630 00 


10,941 00 


488 15 
250 00 


738 15 
$106,125 35 


1953 
Allowed by 
Mayor 


$87,095 24 
10,000 000 00 


97,095 17,095 24 


: 
| 


| 


7 


1952 
Expenditure 


$1,086 97 
1,921 06 
1,530 06 

223 75 
47 50 


262 71 
85 35 
276 00 
2,490 87 


7,924 27 


11,118 30 


3,004 19 
95 00 
540 00 
23,849 75 


27,488 94 


206 70 


206 70 


1952 
Appropriation 
CONTRACTUAL SERVICES 
210. Communications $1,400 00 
270. Repairs and servicing of equipment : 1,200 00 
281. Travel expenses—outside the state . 545 00 
282. ‘Travel expenses—inside the state . 225 00 
285. ‘Transportation of other persons. 40 00 
291. Advertising and posting . : — 
292. Duplicating services . é 350 00 
293. Cleaning. 175 00 
294. Freight and express charges 225 00 
297. Printing, binding and ruling. 3,300 00 
7,460 00 
SuPPLIES AND MATERIALS 
300. Automotive supplies and materials . 1,700 00 
340. Household supplies and materials . 70 00 
360. Office supplies and materials .. 10,000 00 
11,770 00 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions ; 4,379 00 
430. Bond and insurance premiums ; 50 00 
440. Licenses : : 12 50 
470. Rents .. 540 00 
499. Other current charges and obligations 10,000 00 
14,981 50 
EQUIPMENT 
560. Office furniture and Na . 621 00 
593. Library books : — 
599. Other equipment Yooh i. 150 00 
771 00 
$132,445 37 


$147,076 65 


MUNICIPAL EMPLOYMENT BUREAU 


1952 
Appropriation 
PERSONAL SERVICES 


100. Permanent employees $24,344 52 

CoNnTRACTUAL SERVICES 

270. Repairs and servicing of Su pIDen : 36 00 

293. Cleaning ; 60 00 

96 00 

SUPPLIES AND MATERIALS 

360. Office supplies and materials 250 00 

CuRRENT CHARGES AND OBLIGATIONS 

420. Duesand subscriptions . . . “ 
$24,690 52 


CONVENTIONS AND ENTERTAINMENT OF DISTINGUISHED GUESTS 


1952 
Appropriation 


$75,560 00 
85 


1952 
Expenditure 


$25,374 O1 


5 00 
$25,744 36 


1952 


Expenditure 


$61,862 70 


1953 
Department 
Estimate 


$1,400 00 
1,500 00 
1,400 00 

225 00 
150 00 
589 00 
300 00 
175 00 
200 00 
3,100 00 


9,039 00 


2,167 00 
60 00 
9,800 00 


12,027 00 


4,391 00 
60 00 

7 50 

540 00 
25,000 00 


29,998 50 


170 00 
100 00 
227 55 


497 55 


$153,138 09 


1953 
Department 
Estimate 


$25,873 09 


36 00 
60 00 


96 00 
250 00 


5 00 
$26,224 09 


1953 


Department 


Estimate 


$107,326 00 


1953 
Allowed by 
Mayor 


$1,300 00 
1,200 00 
500 00 


$130,098 74 


1953 
Allowed by 
Mayor 


$8,917 07 


$8,987 07 


1953 
Allowed by 
Mayor 


$75,000 00 


PUBLIC CELEBRATIONS 


1952 1952 
Appropriation Expenditure 
$73,494 00 $85,299 31 


CARE OF VETERANS’ GRAVES 


1952 1952 
, Appropriation Expenditure 
1. PERSONAL SERVICES 
100. Permanent employees . $17,186 66 $17,070 04 
2. CONTRACTUAL SERVICES 
260. Repairs and maintenance of build- 
ings and structures — 22 50 
270. Repairs and servicing of equipment 50 00 — 
282. ‘Travel expenses—inside the state 300 00 300 00 
291. Advertising and posting 5 00 5 00 
297. Printing, binding and ruling 30 00 ao 
385 00 338 75 
3. SUPPLIES AND MATERIALS 
360. Office supplies and materials 300 00 383 88 
4. CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 5 00 5 00 
5. EQUIPMENT 
560. Office furniture and equipment 122 50 122 50 
599. Other equipment : 125 00 21 00 
247 50 143 50 
$18,124 16 $17,941 17 


BOND ALLOTMENT PLAN 


1952 1952 
Appropriation Expenditure 
$60,000 00 $59,933 50 


CIVIC IMPROVEMENT COMMITTEE 


1952 1952 
Appropriation Expenditure 
$7,500 00 $1,748 42 
PARK DEPARTMENT 
1952 1952 
Appropriation Expenditure 
1. PERSONAL SERVICES 
100. Permanent employees $2,034,000 00 $2,148,064 06 
110. Temporary employees 190,000 00 212,493 63 
120. Overtime 20,000 O00 17,446 98 
2,244,000 00 2,378,004 67 
2. CONTRACTUAL SERVICES 
210. Communications 10,000 00 12,268 05 
221. Electricity 23,000 00 27,521 55 
222. Gas ; 3,500 00 3,396 54 
230. Professional and technical services . 800 00 1,527 59 
260. Repairs and maintenance of build- 
ings and structures 114,500 00 124,998 37 


86 


1953 
Department 
Estimate 


$78,730 00 


1953 
Department 
Estimate 


$17,598 14 


50 00 
50 00 
300 00 

5 00 
30 00 


435 00 
400 00 


5 00 


120 00 
125 00 


245 00 
$18,683 14 


1953 
Department 
Estimate 


$60,542 91 


1953 
Department 
Estimate 


$5,187 00 


1953 
Department 
Estimate 


$2,450,157 78 
200,591 90 
20,000 00 


2,670,749 68 
12,000 00 
27,500 00 
3,900 00 

1,500 00 


190,000 00 


1953 
Allowed by 
Mayor 


$75,000 00 


1953 
Allowed by 
Mayor 


$15,846 31 


50. 00 
50. 00 
300 00 
5 00 
30 00 


435 00 
300 00 


5 00 


120 00 
125 00 


245 00 
$16,831 31. 


1953 
Allowed by 
Mayor 


$57,500 00 


1953 
Allowed by 
Mayor 


$2,500 00 


1953 
Allowed by 
Mayor 


$2,208,000 00 
180,000 00 
15,000 00 


2,403,000 00 


122,000 00 


1952 
Appropriation 


270. Repairs and servicing of equipment . 
281. Travel expenses — outside the state 
282. Travel expenses — inside the state . 
285. Transportation of other persons 

291. Advertising and posting 

292. Duplicating services . 

293. Cleaning. 

294. Freight and express char ges 

295. Mailing and letter services 

297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 

310. Building supplies and materials 

320. Food supplies 

330. Heating supplies and materials 

340. Household supplies and materials 

350. Medical, dental and hospital nye 
and materials . 

360. Office supplies and materials : 

380. Public Works supplies and materials 

391. Agriculture, park and livestock sup- 
plies and materials 

392. Education and recreation supplies 
and materials . 

393. General operating supplies and ma- 
terials 

394. Repair parts and materials (non- 
automotive) 

395. Tools and instruments (except medi- 
cal and laboratory) 

396. Wearing apparel 

399. Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 

430. Bond and insurance premiums 
470. Rents 


EQUIPMENT 

500. Automotive equipment. 

510. Electrical and mechanical machinery 
and equipment 

520. Engineering and scientific equip- 
ment ; ; : : 

530. Firefighting equipment 

540. Household furniture and equipment 

560. Office furniture and equipment 

570. Public Works equipment . 

591. Agriculture, park and recreation 
equipment : : 

593. Library books 

_ 594. Motorless vehicles 

599. Other equipment 


$20,000 00 
800 00 
2,300 00 
950 00 
400 00 
300 00 
250 00 
50 00 

50 00 
600 00 
68,000 00 


245,500 00 


21,000 00 
32,000 00 

300 00 
70,000 00 
45,000 00 


800 00 
6,800 00 
4,000 00 

62,000 00 
15,000 00 
5,000 00 
3,000 00 
9,000 00 


4,260 00 
100 00 


278,260 00 


229 00 
360 00 
15,000 00 


15,589 00 


17,500 00 
1,450 00 


400 00 
750 00 
375 00 
150 00 

7,800 00 


7,500 00 
100 00 
100 00 

1,200 00 


37,325 00 
87 


1952 
Expenditure 


$29,795 96 
633 39 
3,077 29 
1,075 90 
432 50 
972 19 
305 70 


319,168 52 


182 00 
132 00 
12,709 61 


13,023 61 


15,804 14 
420 70 


422 50 
384 16 
284 41 
309 66 

6,356 92 


9,023 46 
73 00 
227 77 
2,184 04 


35,490 76 


1953 
Department 
Estimate 


$28,600 00 
1,150 00 
3,100 00 
1,000 00 

475 00 
1,100 00 
275 00 

50 00 

50 00 

350 00 
106,800 00 


377,850 00 


26,500 00 
36,500 00 

375 00 
61,000 00 
41,000 00 


750 00 
8,350 00 
2,500 00 

78,000 00 

22,000 00 
8,500 00 
8,800 00 
6,500 00 


1,000 00 
200 00 


301,975 00 


205 00 
405 00 
19,420 00 


20,030 00 


45,100 00 
16,839 00 


400 00 
750 00 
200 00 

1,000 00 

26,522 00 


12,460 00 
100 00 
200 00 

7,350 00 


110,921 00 


1953 
Allowed by 
Mayor 


$25,000 00 
800 00 
2,500 00 
950 00 
400 00 
300 00 
250 00 
50 00 

50 00 
350 00 
91,800 00 


285,950 00 


21,000 00 
32,000 00 

300 00 
61,000 00 
41,000 00 


750 00 
7,500 00 
2,500 00 

65,000 00 
18,500 00 
6,000 00 
3,000 00 
6,500 00 


1,000 00 
100 00 


266,150 00 


205 00 
155 00 
12,000 00 


12,360 00 


15,000 00 
1,030 00 


400 00 
750 00 
200 00 
350 00 

5,832 00 


7,500 00 
100 00 
100 00 

1,200 00 


32,462 00 


“J 


PARK DEPARTMENT—Continued 


STRUCTURES AND IMPROVEMENTS 


23-19. 


31-21. 


LAND 


Reconstruction and Repair of Park- 
ways and Roadways . 

Rehabilitation of Franklin “Park 
Zoo : 


AND NON-STRUCTURAL IMPROVE- 


MENTS TO LAND 


ol-14. 


Park and Playground Improve- 


ments 


31—43. 
ny ely & 
Siro. 


Ble 1O, 


Control of Dutch Elm Disease 

Park, South End District 

Playground, Fairmount Section of 
Hyde Park . 

Playground, West Roxbury Dis- 
trict 


PARK DEPARTMENT — CEMETERY DIVISION 


PERSONAL SERVICES 


100. 
120. 


Permanent employees 
Overtime 


CONTRACTUAL SERVICES 


210. 
221. 
260. 


270. 
282. 
291. 
292. 
293. 
294. 
295. 
297. 
299. 


Communications 

Electricity 

Repairs and maintenance of build- 
ings and structures 

Repairs and servicing of equipment 

Travel expenses—inside the state 

Advertising and posting 

Duplicating services . 

Cleaning 

Freight and express charges 

Mailing and letter services 

Printing, binding and ruling 

Other contractual services 


SUPPLIES AND MATERIALS 


300. 
310. 
320. 
330. 
340. 
300. 


360. 
o9l. 


393. 


Automotive supplies and materials . 


Building supplies and materials 

Food supplies 

Heating supplies and materials 

Household supplies and materials. 

Medical, dental and eres sup- 
plies and materials 

Office supplies and materials 

Agriculture, park and livestock sup- 
plies and materials 

General Peete yee and ma- 
terials ‘ 


1952 
Appropriation 


$110,000 00 
30,000 00 
140,000 00 


154,000 00 
30,000 00 


184,000 00 


$3,144,674 00 


1952 
Appropriation 


$232,843 08 
9,000 00 


241,843 08 


750 00 
375 00 


4,500 00 
3,500 00 
600 00 
50 00 


40 00 
50 00 


500 00 
4,500 00 


14,865 00 


2,000 00 
500 00 
100 00 

1,800 00 

50 00 


10 00 
575 00 


2,000 00 


200 00 
88 


1952 
Expenditure 


$19,015 01 
22,366 76 
41,381 77 


153,456 48 
81,814 83 
8,957 19 
1,650 00 
11,000 00 
256,878 50 


$3,323,854 32 


1952 
Expenditure 


$231,297 86 


10,682 08 
241,979 94 


835 36 
567 83 


4,931 54 
2,062 27 
380 25 
20 50 
64 00 


56 48 


566 10 
10,289 08 


19,773 41 
1,118 99 
1,204 96 
100 00 
1,994 19 
83 01 
831 52 

2,209 04 


463 58 


1953 
Department 
Estimate 


$125,000 00 
30,000 00 
155,000 00 


167,000 00 
83,000 00 


250,000 00 


$3,886,525 68 


1953 
Department 
Estimate 


$246,860 29 
10,000 00 


256,860 29 


800 00 
400 00 


8,000 00 
3,500 00 
450 00 
50 00 
65 00 
40 00 


800 00 
11,000 00 


25,105 00 


2,800 00 
400 00 


1953 
Allowed by 
Mayor 


$75,000 00 
30,000 00 
105,000 00 


90,000 00 
50,000 00 


140,000 00 
$3,244,922 00 


1953 
Allowed by 
Mayor 


$246,860 29 
9,000 00 


255,860 29 


750 00 
375 00 


4,500 00 
3,500 00 
450 00 
50 00 


40 00 


500 00 
4,500 00 


14,665 00 


2,000 00 
500 00 
100 00 

1,800 00 


50 00 


10 00 
575 00 


2,000 00 
200 00 


: 
| 
: 


1953 1953 


1952 1952 Department Allowed by 
Appropriation Expenditure Estimate Mayor 
394. Repair parts and materials (non- 
automotive) 700 00 $604 43 $700 00 $700 00 
395. Tools and instruments (except medi- 
cal and laboratory) ety 500 00 309 11 400 00 400 00 
396. Wearing apparel 50 00 6 17 25 00 25 00 
8,485 00 8,925 00 10,185 00 8,360 00 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 20 00 23 00 40 00 20 00 
430. Bond and insurance premiums 40 00 25 00 40 00 40 00 
470. Rents ante ee. 2,000 00 1,486 50 4,000 00 2,000 00 
2,060 00 1,534 50 4,080 00 2,060 00 
EQUIPMENT 
500. Automotive equipment — — 6,950 00 —— 
510. Electrical and mechanical machin- 
ery and equipment 1,000 00 808 89 1,000 00 1,000 00 
560. Office furniture and equipment 1,025 00 812 55 1,000 00 75 00 
570. Public Works equipment . — — 600 00 — 
591. Agriculture, park and recreation 
equipment 500 00 206 51 300 00 300 00 
592. Cemetery equipment 20,000 00 21,729 11 21,000 00 21,000 00 
593. Library books 120 00 120 00 130 00 130 00 
594. Motorless vehicles — 109 40 = — 
22,645 00 23,786 46 30,980 00 22,505 00 
LAND AND Non-StrucTurAL IMPROVE- 
MENTS TO LAND 
33-26. Mount Hope Cemetery 28,000 00 14,925 96 28,000 00 25,500 00 
33-27. Fairview and Evergreen Ceme- 
teries, Development of 8,000 00 4,754 07 8,000 00 3,000 00 
36,000 00 19,680 03 36,000 00 28,500 00 
$325,898 08 $279,679 34 $363,160 29 $331,950 29 
BOARD OF RECREATION 
1953 1953 
1952 1952 Department Allowed by 
Appropriation Expenditure Estimate Mayor 
$12,000 00 $12,301 04 $15,000 00 $12,000 00 
POLICE DEPARTMENT 
1953 1953 
1952 1952 Department Allowed by 
Appropriation Expenditure Estimate Mayor 
PERSONAL SERVICES 
100. Permanent employees $11,800,000 00 $11,687,073 12° $12,013,548 00 $11,850,000 00 
110. ‘Temporary ae 5,000 00 2,227. 92 7,000 00 2. 500 00 
120. Overtime 500,000 00 468,620 03 525,000 00 400,000 00 


12,305,000 00 =12,157,921 07 12,545,548 00 12,252,500 00 


CONTRACTUAL SERVICES 


210. Communications 52,000 00 51,874 58 53,825 00 52,825 00 
221. Electricity 35,000 00 34,528 99 35,500 00 34,500 00 
222. Gas .. 3,500 00 3,543 74 4,000 00 3,600 00 
224. Steam . : 6,000 00 5,397 00 6,000 00 5,500 00 
230. Professional and technical services . 33,500 00 23,927 71 25,800 00 24,000 00 
240. Recording and judicial services 500 00 361 85 300 00 300 00 
260. Repairs and maintenance of build- 

ings and structures Rvole 47,000 00 63,452 93 52,500 00 52,500 00 


89 


270. 
281. 
282. 
291. 
293. 
294. 
295. 
296. 
297. 
299. 


POLICE DEPARTMENT—Continued 


Repairs and servicing of equipment 
Travel expenses—outside the state . 
Travel expenses—inside the state 
Advertising and posting 

Cleaning 

Freight ‘and express charges 
Mailing and letter services 

Police listing services 

Printing, binding and ruling 

Other contractual services 


SUPPLIES AND MATERIALS 


300. 
310. 
320. 
330. 
340. 
300. 


360. 
370. 


396. 
399. 


Automotive supplies and materials . 

Building supplies and materials 

Food supplies 

Heating supplies and materials 

Household supplies and materials 

Medical, dental and hospital papplee 
and materials . 

Office supplies and materials 

Police, traffic control, and firefighting 
supplies and materials : 

Agriculture, park and livestock sup- 
plies and materials 

General operating 
materials . 

Repair parts and materials (non- 
automotive) 

Tools and instruments ( except medi- 
cal and laboratory) 

Wearing apparel : 

Other supplies and materials 


supplies and 


CURRENT CHARGES AND OBLIGATIONS 


420. 
430. 
440. 
470. 
499. 


Dues and subscriptions 

Bond and insurance premiums 
Licenses 4 J j 

Rents . 

Other current charges and obligations 


EQUIPMENT 


500. 
510. 


520. 
530. 
560. 
580. 
591. 


593. 
599. 


Automotive equipment. 

Electrical and mechanical machinery 
and equipment 

Engineering and scientific equipment 

Firefighting equipment : 

Office furniture and equipment 

Signal equipment ; 

Agriculture, park and recreation 
equipment : 

Library books 

Other equipment 


1952 


Appropriation 


$58,250 00 
2,000 00 
24,000 00 
600 00 
4,475 00 
50 00 
39,350 00 
92,000 00 
1,600 00 
12,000 00 


411,825 00 


100,000 00 

1,100 00 
10,000 00 
39,000 00 
25,000 00 


1,200 00 
65,000 00 


48,800 00 
9,000 00 
6,570 00 
8,100 00 
1,000 00 


145,000 00 
9,400 00 


469,170 00 


1,550 00 
375 00 
50 00 
3,210 00 
200 00 


5,385 00 


62,500 00 


700 00 

300 00 
1,050 00 
9,500 00 
7,740 00 


50 00 
2,610 00 
15,300 00 


99,750 00 


90 


1952 
Expenditure 


$61,045 65 
1,411 40 
24,626 29 
674 73 
5,371 48 
137 29 


- 43,982 51 


90,990 84 
1,213 95 
9,607 09 


422,148 03 


97,570 70 

657 91 
9,696 50 
39,772 89 
26,537 37 


500 63 
69,905 47 


43,042 01 
7,323 64 
9,055 59 
5,810 58 
1,710 54 


129,947 22 
9119 85 


450,650 90 


1,521 60 
280 00 
28 00 
3,548 20 


5,377 80 


70,599 47 


519 81 
505 31 
135 46 

7,935 29 

6,940 31 


39 20 
2,329 49 
2,150 09 


91,154 43 


$13,291,130 00 $13,127,252 23 


1953 
Department 
Estimate 


$59,150 00 
2,000 00 
25,500 00 
810 00 
4,706 00 
100 00 
44,000 00 
94,559 00 
1,600 00 
12,200 00 


422,550 00 


107,000 00 

1,050 00 
10,000 00 
39,050 00 
21,100 00 


1,250 00 
64,850 00 


43,400 00 
8,500 00 
6,400 00 
7,500 00 
2,225 00 


125,000 00 
10,000 00 


447,325 00 


1,700 00 
375 00 
50 00 
4,700 00 
200 00 


7,025 00 


79,800 00 


500 00 
300 00 
6,700 00 
9,325 00 
7,000 00 


50 00 
2,520 00 
12,300 00 


118,495 00 


1953 
Allowed by 
Mayor 
$59,150 00 

2,000 00 
24,000 00 

600 00 
4,706 00 
50 00 
44,000 00 
95,000 00 
1,600 00 
12,000 00 


416,331 00 


100,000 00 

1,050 00 
10,000 00 
39,000 00 
21,100 00 


1,200 00 
64,850 00 


43,400 00 
8,500 00 
6,400 00 
7,500 00 
2,225 00 

125,000 00 

10,000 00 


440,225 00 


1,700 00 
375 00 
50 00 
4,700 00 
200 00 


7,025 00 


79,800 00 


500 00 
300 00 
6,700 00 
9,325 00 
7,000 00 


50 00 
2,520 00 
12,300 00 


118,495 00 


$13,540,943 00 $13,234,576 00 


PUBLIC BUILDINGS DEPARTMENT 


PERSONAL SERVICES 

100. Permanent employees 
110. ‘Temporary Pe 
120. Overtime 


CONTRACTUAL SERVICES 

210. Communications 

221. Electricity 

222. Gas 

230. Professional and technical services 

260. Repairs and maintenance of build- 
ings and structures 

Repairs and servicing of equipment 

Travel expenses — inside the state . 

Advertising and posting 

Duplicating services . 

Cleaning 

Printing, binding and ruling 

Other contractual services 


270. 
282. 
291. 
292. 
293. 
297. 
299. 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 

310. Building supplies and materials 

330. Heating supplies and materials 

340. Household supplies and materials 

350. Medical, dental and hospital supplies 

and materials . 
360. Office supplies and materials 
370. Police, traffic control, and firefight- 
ing supplies and materials 

380. Public Works supplies and materials 

391. Agriculture, park and livestock sup- 
plies and materials 

General operating supplies and ma- 
terials 

Repair parts and materials (non- 
automotive) 

Tools and instruments (except medi- 
cal and laboratory) 

Wearing apparel 

Other supplies and mater ials 


393. 
394. 
395. 


396. 
399. 


CURRENT CHARGES AND OBLIGATIONS 

420. Dues and subscriptions 

430. Bond and insurance premiums . 

470. Rents 

494. Payments for support of militia com- 
panies ; 


EQUIPMENT 

510. Electrical and mechanical machinery 
and equipment 

Engineering and scientific equipment 

Firefighting equipment | eae 

Office furniture and equipment 

Library books : 

Motorless vehicles 

Other equipment 


520. 
530. 
560. 
593. 
594. 
599. 


1952 


Appropriation 


$662,516 
5,000 
10,000 


677,516 


50,000 
50,000 
3,000 
1,500 


85,000 
5,500 
700 
200 
200 
3,600 
300 
1,300 


201,300 


600 
1,200 
42,000 
6,000 


50 
700 


150 


58 
00 
00 


58 


00 


00 
00 


52,890 00 


20 
44,576 


39,390 


79,946 


400 
100 
500 
15,000 
75 

50 
150 


16,275 
$1,027,927 5 


91 


00 


58 


1952 


Expenditure 


$665,103 
5,458 
11,322 


681,883 7! 


68,432 
49,117 
1,698 


2,067 


226,009 


400 
357 
39,998 
6,607 


10 
971 


145 
252 


76,526 


13,993 


45 
138 


14,177 58 
$1,049,980 


47 
23 
09 


79 


1953 


Department 
Estimate 


$755,448 
5,000 
10,000 


50,000 
50,000 
3,000 
1,500 


85,000 
5,500 
700 
200 
200 
3,600 
300 
1,300 


201,300 


600 
1,200 
42,000 
6,000 
50 
700 
150 

40 
1,300 
300 
100 


400 
50 


06 
00 
00 


770,448 06, 


00 
00 
00 


00 
00 


52,890 00 


00 
00 


00 


00 


$1,109,478 06 


00 
00 
00 
00 
00 
00 
__150 00 


2,400 00 
06 


1953 
Allowed by 


Mayor 


$676,379 33 


5,000 00 
8,000 00 


689,379 33 


50,000 00 
50,000 00 
2,000 00 
1,000 00 


85,000 00 
5,500 00 
650 00 
200 00 
200 00 
3,600 00 
300 00 
1,300 00 


199,750 00 


500 00 
1,000 00 
42,000 00 
6,000 00 


50 00 
700 00 


300 00 


100 00 
400 00 
50 00 


52,575 00 


20 00 
45,000 00 


35,350 00 
80,370 00 


100 00 
200 00 
200 00 
75 00 


150 00 
725 00 


$1,022,799 33 


PUBLIC BUILDINGS 


PERSONAL SERVICES 

100. Permanent employees 
110. Temporary sunPlovEs 
120. Overtime 


CoNTRACTUAL SERVICES 

210. Communications 

221. Electricity 

moe.> GSS. as 

270. Repairs and servicing of equip- 
ment : : 

293. Cleaning. 

297. Printing, binding and ruling 


Supplies AND MATERIALS 

330. Heating supplies and materials 

340. Household supplies and materials 

350. Medical, dental and ee sup- 
plies and materials 

Office supplies and materials 

Police, traffic control, and firefight- 
ing supplies and materials 

Public Works supplies and materials 

General operating supplies and ma- 
terials 

Tools and instruments (except medi- 
cal and laboratory). 


360. 
370. 


380. 
393. 


395. 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
470. Rents ; 


1952 
Appropriation 


$27,945 97 
442 00 


28,387 97 
200 00 
750 00 
200 00 

27 00 
18 00 
25 00 


1,220 00 


1,260 00 
5 00 


5 00 
$30,872 97 


1952 
Expenditure 


$27,793 24 
331 50 
16 56 


28,141 30 
188 95 
826 27 
234 70 


20 25 
18 00 


1,255 62 


5 00 
6 75 


11 75 
$30,754 34 


PUBLIC WELFARE DEPARTMENT — CENTRAL 


PERSONAL SERVICES 

100. Permanent employees 
110. Temporary SBNOyes 
120. Overtime . . 


CoNTRACTUAL SERVICES 

210. Communications 

221. Electricity 

222. Gas 

230. Professional and technical services ; 

240. Recording and judicial services 

260. Repairs and maintenance of build- 
ings and structures 


270. Repairs and servicing of equipment . 


1952 
Appropriation 


$880,000 00 
50,000 00 
4,500 00 


934,500 00 


32,000 00 
10,500 00 
200 00 
25 00 
50 00 


10,000 00 
950 00 


92 


1952 
Expenditure 


$995,890 87 
21,941 75 
11,667 38 


1,029,500 00 


33,929 42 
11,247 21 
164 47 

8 00 

34 20 


2,329 49 
1,664 29 


DEPARTMENT — MARKET DIVISION 


1953 
Department 
Estimate 


$29,738 50 
424 00 


30,162 50 


225 00 
750 00 
225 00 


27 00° 


18 00 
57 50 


1,302 50 


850 00 
400 00 


5 00 
100 00 


20 00 
20 00 


20 00 
10 00 
1,425 00 
5 00 


5 00 
$32,895 00 


OFFICE 


1953 
Department 
Estimate 


$1,800,304 95 
10,000 00 
1,810,304 95 


30,000 00 
10,500 00 
75 00 
13,525 00 
350 00 


27,700 00 
850 00 


1953 
Allowed by 
Mayor 


$27,493 90 
400 00 


27,893 90 
200 00 
700 00 
200 00 

27 00 
18 00 
57 50 
1,202 50 


800 00 
300 00 


5 00 
100 00 


20 00 
20 00 


10 00 
10 00 
1,265 00 
5 00 


5 00 
$30,366 40 


1953 
Allowed by 
Mayor 


$1,500,000 00 
8,000 00 
1,508,000 00 
30,000 00 
10,500 00 

75 00 

12,000 00 

50 00 


4,000 00 
850 00 


281. 
282. 
291. 
292. 
293. 
294. 
295. 
297. 
299. 


Travel expenses—outside the state . 
Travel expenses—inside the state 
Advertising and posting 
Duplicating services . 

Cleaning 

Freight and express charges 
Mailing and letter services 
Printing, binding and ruling 

Other contractual services 


SuPPLIES AND MATERIALS 


300. 
310. 
320. 
330. 
340. 
350. 


360. 
370. 


380. 
391. 


Automotive supplies and materials 

Building supplies and materials 

Food supplies 

Heating supplies and materials 

Household supplies and materials 

Medical, dental and hospital ppplias 
and materials : 

Office supplies and mater ials 

Police, traffic control, and firefight- 
ing supplies and materials 

Public Works supplies and mater ials 

Agriculture, park and_ livestock 
supplies and materials . 

Education and recreation supplies 
and materials . 

General operating supplies - and 
materials . 

Repair parts and materials (non- 
automotive) : 

Tools and instruments (except medi- 
cal and laboratory) ce 

Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 


420. 
430. 
440. 
461. 
462. 
463. 
465. 


470. 


Dues and subscriptions 

Bond and insurance premiums 

Licenses : 

Aid to dependent children 

General relief 

Old age assistance. 

Aid to ue and totally 
disabled : 

Rents 


EQUIPMENT 


510. 


520. 
560. 
593. 


Electrical and mechanical machinery 
and equipment : 
Engineering and scientific equipment 
Office furniture and equipment 
Library books Lyd tpg 


1952 
Appropriation 


$500 00 


6,900 00 
100 00 
50 00 
525 00 
1,300 00 
100 00 
350 00 


63,550 00 


450 00 
300 00 
250 00 
7,800 00 
3,500 00 


175 00 
80,000 00 


10 00 


200 00 
300 00 


100 00 
3,000 00 


96,085 00 


815 00 
677 80 

16 00 
3,875,040 00 
3,184,000 00 
9,620,000 00 


1,684,800 00 
19,365 00 


80 


A, 


18,384,713 


736 50 


25,000 00 
700 00 


26,436 50 
$19,505,285 30 


93 


1952 


Expenditure 


$594 
7,582 
2 

25 
449 
583 
10 
223 
892 


59,742 


364 
163 
26 
9,044 
3,250 


81, 681 


11 
211 
645 


88 
2,491 


98,134 


788 
887 


3,953,838 


3,407,082 6 


9,547,378 


1,377,732 
19,494 


18,307,201 ¢ 


830 
9 
18,625 
605 


20,204 
$19,514,782 


66 
84 
80 
00 
25 
22 
98 
85 


1953 1953 
Department Allowed by 


Estimate Mayor 
$1,000 00 $500 00 
8,000 00 7,000 00 
100 00 100 00 
25 00 25 00 
500 00 500 00 
2,600 00 1,600 00 
300 00 100 00 
200 00 200 00 
95,725 00 67,500 00 
370 00 370 00 
200 00 200 00 
100 00 100 00 
9,200 00 9,200 00 
3,500 00 3,300 00 
100 00 50 00 
82,000 00 82,000 00 
20 00 20 00 
60 00 60 00 
10 00 10 00 
100 00 100 00 
600 00 600 00 
25 00 25 00 
1,900 00 1,900 00 
98,185 00 97,935 00 
800 00 800 00 
958 50 958 50 
16 00 16 00 


3,700,000 00 3,700,000 00 
3,000,000 00 3,000,000 00 
10,000,000 00 9,800,000 00 


2,448,000 00 2,300,000 00 
23,100 00 23,100 00 


19,172,874 50 18,824,874 50 


1,075 00 575 00 
17,350 00 10,000 00 
600 00 600 00 
19,025 00 11,175 00 


$21,196,114 45 $20,509,484 50 


PUBLIC WELFARE DEPARTMENT — TEMPORARY HOME 


PERSONAL SURVICES 

100. Permanent employees 
110. Temporary SP BASSE 
120. Overtime 


CONTRACTUAL SERVICES 

210. Communications 

222. Gas 

230. Professional and technical services . 

240. Recording and judicial services 

260. Repairs and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment. 

285. Transportation of other persons 

293. Cleaning 

294. Freight and express charges 

297. Printing, binding and rulin g 

299. Other contractual services 


SUPPLIES AND MATERIALS 

310. Building supplies and materials 

320. Food supplies 

340. Household supplies and materials 

350. Medical, dental and bogie sup- 
plies and materials 

360. Office supplies and materials 

370. Police, traffic control, and firefight- 
ing supplies and materials 

392. Education and recreation Bupples 
and materials . 

393. General operating supplies and ma- 
terials 

394. Repair parts and materials (non- 
automotive) ; ae 

396. Wearing apparel 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 
430. Bond and insurance premiums 


HQUIPMENT 
540. Household furniture and equipment 
560. Office furniture and equipment 


1952 
Appropriation 


$29,861 69 
2,200 00 
1,000 00 


33,061 69 


590 00 
500 00 


600 00 
50 00 
90 00 

1,000 00 

100 00 
25 00 
75 00 


2,990 00 

150 00 
11,000 00 
1,800 00 


400 00 
50 00 


20 00 
50. 00 
100 00 


50 00 
950 00 


14,570 00 


5 00 


5 00 


192 00 
145 00 


337 00 
$50,963 69 


94 


1952 
Expenditure 


$30,124 45 


3,209 58 
708 00 


34,042 03 


544 26 
389 34 


172 36 
10,730 23 
1,139 17 


259 32 
20 42 


5 44 
22 50 
40 33 


18 00 
622 00 


13,029 77 


125 18 
$49,508 85 


1953 
Department 
Estimate 


$31,851 25 
4,489 20 
1,500 00 


37,840 45 


550. 00 
400 00 
75 00 


275 00 
160 00 
125 00 
1,000 00 
25 00 


2,610 00 


125 00 
11,200 00 
1,500 00 


400 00 
25 00 


20 00 
50 00 
50 00 


25 00 
1,500 00 


14,895 00 


25 00 
5 00 


30 00 


500 00 


500 00 
$55,875 45 


1953 
Allowed by 
Mayor 


$29,476 15 


2,200 00 
600 00 


32,276 15 


550 00 
400 00 
75 00 


275 00 
150 00 
125 00 
800 00 
25 00 


2,400 00 


100 00 
11,000 00 
1,500 00 


400 00 
25 00 


20 00 
50 00 
50 00 


25 00 
950 00 


14,120 00 


25 00 
5 00 


30 00 


250 00 
$49,076 15 


ie 


PUBLIC WELFARE DEPARTMENT — WAYFARERS’ 


PERSONAL SERVICES 
100. Permanent employees 
120. Overtime : 


CONTRACTUAL SERVICES 

221. Electricity 

222. Gas 

230. Professional and technical services . 

260. Repairs and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment . 

291. Advertising and posting 


SUPPLIES AND MATERIALS 

310. Building supplies and materials 

320. Food supplies 

330. Heating supplies and materials 

340. Household supplies and materials 

350. Medical, dental and hospital cae 
and materials . : 

360. Office supplies and materials 

370. Police, traffic control, and firefight- 
ing supplies and materials 

380. Public Works supplies and materials 

393. General operating supplies and ma- 
terials 

394. Repair parts and materials (non- 
automotive) 

395. Tools and instruments (except medi- 
cal and laboratory) 

396. Wearing apparel . 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


1952 


Appropriation 


$13,334 75 
200 00 


13,534 75 


1,100 00 
200 00 
1,245 00 


650 00 
700 00 


3,895 00 


100 00 
14,000 00 
1,600 00 
1,400 00 


25 00 
25 00 


20 00 


12 50 
50 00 


25 00 
260 00 


17,517 50 
65 00 


$35,012 25 


PUBLIC WORKS DEPARTMENT 


PERSONAL SERVICES 
100. Permanent employees 


CONTRACTUAL SERVICES 

210. Communications 
230. Professional and technical services. 
270. Repairs and servicing of equipment 
281. Travel expenses — outside the state 
282. ‘Travel expenses — inside the state . 
291. Advertising and posting 

297. Printing, binding and ruling 


SUPPLIES AND MATERIALS 
360. Office supplies and materials 


1952 


Appropriation 


$54,155 29 


400 00 
3,000 00 
50 00 
300 00 
50 00 


50 00 
3,850 00 


1,000 00 
95 


1952 
Expenditure 


$13,960 75 
914 50 


14,875 25 


1,235 47 
180 50 
1,242 50 


312 10 
192 48 
61 00 


3,224 05 


20 00 
332 00 


16,008 33 


60 00 


$34,167 63 


1952 
Expenditure 


$56,645 32 


340 65 
500 00 
83 25 
182 56 
349 52 
27 00 


1,482 98 
1,298 70 


LODGE 


1953 
Department 
Estimate 


$15,518 O1 
300 00 


15,818 01 


1,325 00 
110 00 
1,245 00 


350 00 
400 00 


3,430 00 


125 00 
14,000 00 
1,700 00 
1,500 00 


50 00 


5 00 
300 00 


17,787 50 


63 00 


$37,098 51 


— CENTRAL OFFICE 


1953 
Department 
Estimate 


$62,696 70 


412 00 
1,500 00 
60 00 
300 00 
150 00 
300 00 
50 00 


2,772 00 
1,200 00 


1953 
Allowed by 
Mayor 


$15,518 O01 
200 00 


15,718 01 


1,100 00 
110 00 
1,245 00 


390 00 
400 00 


3,205 00 
100 00 
13,000 00 


1,600 00 
1,400 00 


: 
300 00 
16,532 50 
63. 00 
$35,518 51 


1953 
A'lowed by 
Mayor 


$59,799 60 


412 00 


60 00 
300 00 
150 00 
200 00 

50 00 


1,172 00 
1,200 00 


on 


PUBLIC WORKS DEPARTMENT — CENTRAL OFFICE—Continued 


1952 


Appropriation 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions $50 00 
430. Bond and insurance premiums 15 00 
65 00 

EQUIPMENT 

593. Library books 203 00 
$59,273 29 


1952 
Expenditure 


$27 00 
15 00 


42 00 
180 32 
$59,649 32 


1953 


Department 


Estimate 


$50 00 
15 00 


65 00 
100 00 
$66,833 70 


PUBLIC WORKS DEPARTMENT — AUTOMOTIVE DIVISION 


1952 


Appropriation 
PERSONAL SERVICES 
100. Permanent employees : $374,479 68 
110. Temporary ee ; 500 00 
120. Overtime . 3,000 00 


377,979 68 
CONTRACTUAL SERVICES 
210. Communications 2,500 00 
221. Electricity 4,100 00 
222. Gas 250 00 
260. Repairs and maintenance of build- 


ings and structures 8,500 00 
270. Repairs and servicing of equipment 40,000 00 
282. ‘Travel expenses—inside the state . — 
291. Advertising and posting . : 390 00 
293. Cleaning . : 500 00 
294. Freight ‘and express charges ; ; 50 00 
299. Other contractual services 105 00 
56,355 00 
SUPPLIES AND MATERIALS 
300. Automotive supplies and materials 120,000 00 
310. Building supplies and materials 1,200 00 
330. Heating supplies and materials. 9,000 00 
340. Household supplies and materials 1,100 00 


350. Medical, dental and pose sup- 
plies and materials ’ 50 00 


360. Office supplies and materials 1,625 00 
370. Police, traffic control, and firefight- 

ing supplies and materials. 100 00 
393. General operating supplies and ma- 

terials F 1,500 00 
394. Repair parts and materials (non- 

automotive) 2,000 00 
395. Tools and instruments (except medi- 

cal and laboratory) ; 1,500 00 


396. Wearing apparel ae 550 00 
399. Other supplies and materials . ze 


138,625 00 


CuRRENT CHARGES AND OBLIGATIONS 

420. Dues and aes, 5 00 

440. Licenses 1,100 00 

470. Rents 6,500 00 
7,605 00 
96 


1952 
Expenditure 


$392,692 74 
722 75 
5,151 64 
398,567 13 


3,014 58 
4,271 84 
397 78 


69,835 41 
136,381 94 
1,249 14 
9.000 26 
1,480 66 


24 60 
2,233 74 


59 70 
2,303 77 
3,016 39 

906 13 
626 54 
177 98 

157,460 85 

7 00 


1,182 00 
7,522 97 


1953 
Department 
Estimate 


$455,238 72 
605 00 
8,435 76 


464,279 48 


3,300 00 
4,100 00 
400 00 


2,500 00 
67,800 00 


350 00 
600 00 
100 00 
165 00 


79,315 00 
154,462 50 
1,424 50 
9,727 50 
1,672 50 


100 00 
2,642 00 


100 00 
1,930 00 
500 00 
1,600 00 
680 00 


174,839 00 
7 00 

1,200 00 
8,200 00 


9,407 00 


1953 
Allowed by 
Mayor 


$50 00 
15 00 


65 00 
100 00 
$62,336 60 


1953 
Allowed by 
Mayor 


$431,700 60 
605 00 
4,500 00 


436,805 60 
3,050 00 


4,100 00 
400 00 


2,500 00 — 


50,000 00 


390 00 
400 00 
50 00 
165 00 


61,015 00 


140,000 00 
1,300 00 


9,000 00 


1,500 00 
50 00 


2,300 00 | 


75 00 


1,930 00 


500 00 — 


1,600 00 


i 


680 00 


158,935 00- 
7 00m 


1,200 00 


7,500 00 


8,707 00 


1952 


Appropriation 
EQUIPMENT 
500. Automotive equipment $50,000 00 
510. Electrical and mechanical machiner y 
and equipment . 2,250 00 
530. Firefighting equipment 600 00 
560. Office furniture and equipment 307 00 
570. Public Works equipment . 36,100 00 
599. Other equipment ; — 
89,257 00 
$669,821 68 


PUBLIC WORKS DEPARTMENT 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees $676,574 17 
110. Temporary puniczece 8,000 00 
120. Overtime 5,000 00 
689,574 17 
CONTRACTUAL SERVICES 
210. Communications 1,400 00 
221. Electricity 5,000 00 
ea iiaviaiin fe hh, 500 00 
230. Professional and technical services . 1,276 00 
260. Repairs and maintenance of build- 
ings and structures 12,000 00 
270. Repairs and servicing of equipment . 5,000 00 


281. ‘Travel expenses — outside the state 50 00 


282. Travel expenses — inside the state . 450 00 
291. Advertising and posting 100 00 
293. Cleaning. 25 00 
294. Freight and express char ges ; ' 5 00 
297. Printing, binding and ruling . ; 40 00 
299. Other contractual services 1,150 00 
26,996 00 

SUPPLIES AND MATERIALS 
300. Automotive supplies and materials . 150 00 
310. Building supplies and materials 25,000 00 
320. Food supplies. — 
330. Heating supplies and materials 4,100 00 
340. Household supplies and materials . 600 00 
350. Medical, dental and hospital mupplies 

and materials . , ' 128 50 
360. Office supplies and materials 1,900 00 


370. Police, traffic control, and firefight- 
ing supplies and materials. 75 00 


380. Public Works supplies and materials 1,000 00 

393. General operating supplies and ma- 
terials 1,600 00 

394. Repair parts and materials (non- 
automotive) 2,000 00 

395. Tools and instruments (except medi- 
cal and laboratory) ; 500 00 
399. Other supplies and materials 500 00 
37,553 50 


97 


1953 
1952 Department 
Expenditure Estimate 
$52,582 50 $120,150 00 
1,291 08 500 00 
259 50 250 00 
420 09 565 00 
32,501 40 99,700 00 
20 37 ses 
87,074 94 221,165 00 
$721,650 30 $949,005 48 
— BRIDGE SERVICE 
1953 
1952 Department 
Expenditure Estimate 
$701,867 24 $797,157 51 
22,290 32 38,683 00 
6,394 20 11,200 00 
730,551 76 847,040 51 
1,222 86 1,520 00 
5,215 00 5,600 00 
R72 300 00 
— 1,325 00 
12,847 31 12,000 00 
4,983 99 5,000 00 
50 00 50 00 
406 03 580 00 
— 150 00 
24 40 25 00 
45 05 5 00 
— 50 00 
301 17 1,200 00 
25,296 93 27,805 00 
107 02 120 00 
26,901 93 25,000 00 
730 00 800 00 
3,866 56 4,100 00 
740 36 801 25 
2 43 80 00 
2,598 63 2,166 80 
30 19 60 00 
263 05 ‘900 O00 
2,285 39 1,584 50 
1,409 39 1,072 00 
227 83 262 00 
175 00 400 00 
39,337 78 37,346 55 


1953 


Allowed by 


Mayor 
$50,000 00 


500 00 
250 00 
565 00 
45,000 00 


96,315 00 
$761,777 60 


1953 


Allowed by 


Mayor 


$766,322 39 


15,000 00 
4,000 00 


785,322 39 


1,400 00 
5,000 00 
300 00 


10,000 00 
5,000 00 
50 00 
450 00 
100 00 
25 00 

5 00 

40 00 
400 00 


22,770 00 
120 00 
25,000 00 
800 00 
4,100 00 
600 00 


80 00 
2,000 00 


60 00 
900 00 


1,500 00 
1,000 00 


262 00 
400 00 


36,822 00 


“N 


bo 


PUBLIC WORKS DEPARTMENT —BRIDGE SERVICE—Continued 


1952 
Appropriation 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions $5 00 
470. Rents 300 00 
305 00 
EQUIPMENT 
510. Electrical and mechanical machinery 
and equipment 960 O00 
520. Hngineering and scientific equipment 100 00 
530. Fire fighting equipment, — 
540. Household furniture and equipment. 120 00 
560. Office furniture and equipment oa 
570. Public Works equipment. . i. 
593. Library books ; 2°50 
599. Other equipment 1,000 00 
2,182 50 


STRUCTURES AND IMPROVEM ENTS 


23-12 Bridges, repairs, ete. .. : 310,000 00 
23-11 Bridges, construction of . : — 


310,000 00 
$1,066,611 17 


1952 
Expenditure 


$5 00 
300 00 


305 00 


311,433 51 


311,433 51 
$1,108,926 32 


1953 
Department 
Estimate 


$20 00 
400 00 


420 00 


194 10 


110 00 
230 00 


3 00 
1,263 00 


1,800 10 


310,000 00 
157,500 00 


467,500 00 
$1,381,912 16 


PUBLIC WORKS DEPARTMENT — LIGHTING SERVICE 


1952 
Appropriation 
SERVICES 
Permanent employees 


PERSONAL 
100. $9,629 03 
CONTRACTUAL SERVICES 

225. Street lighting 

270. Re pairs and servicing of equipment . 
282. Travel expenses—inside the state 


1,130,000 00 
112,000 00 
100 00 


1952 
Expenditure 


$9,930 16 


1,186,986 73 
116,983 16 
4 00 


1,242,100 00 
AND MATERIALS 
Office supplies and materials 


SUPPLIES 


360. 100 00 


1,303,973 89 
791 14 


$1,251,829 03 


$1,313,983 19 


1953 
Department 
Estimate 


$14,049 86 


1,230,290 40 
139,000 00 
10 00 
1,369,300 40 
100 00 


$1,383,450 26 


PUBLIC WORKS DEPARTMENT — PAVING SERVICE 


1952 


Appropriation 
PERSONAL SERVICES 
100. Permanent employees $1,274,000 00 
110. Temporary employees 20,000 00 
120. Overtime . ‘ 15,000 00 


1,309,000 00 


CONTRACTUAL SERVICES 


210. Communications 3,500 00 
221. Electricity 800 00 
222. Gas 25 00 
260. Repairs and maintenance of build- 
ings and structures 6,000. 00 
98 


1952 
Expenditure 


$1,293,891 03 


16,718 66 
14,824 06 


1,325,433 75 
3,301 99 
601 08 

16 51 


5,889 24 


1953 
Department 
Estimate 


$1,502,143 33 
28,743 00 
20,000 00 


1,550,886 33 
3,300 00 
700 00 

20 00 


800 00 


1953 
Allowed by 
Mayor 


$20 00 
400 00 


420 00 


150 00 


110 00 
230 00 


3 00 
1,263 00 


1,756 00 
275,000 00 


275,000 00 
$1,122,090 39 


1953 


Allowed by — 


Mayor 


$12,603 69 i 


1,200,000 00 
130,000 00 


10 00° 
1,330,010 00. 
100 00. 
$1,342,713 69 


1953 
Allowed by 
Mayor 


$1, mye 00- 


$ 


5,000 00 
137000 00° 


1,427,000 00 


3,300 00° 


le ee 


700 00 — 
20 00 — 


800 00 


i 
é 
% 
il 


1952 
Appropriation 
270. Repairs and servicing of equipment . $1,000 00 
282. ‘Travel expenses — inside the state 700 00 
293. Cleaning 30 00 
294. Freight and express char ges 10 00 
297. Printing, binding and ruling 175 00 
299. Other contractual services 1,000 00 
13,240 00 
SuPPLIES AND MATERIALS 
310. Building supplies and materials 1,000 00 
330. Heating supplies and materials 5,000 00 
340. Household supplies and materials 200 00 
350. Medical, dental and nes sup- 
plies and materials 75 00 
360. Office supplies and materials 4,600 00 
370. Police, traffic control, and firefight- 
ing supplies and materials 50 00 
380. Public Works supplies and mate- 
rials . 95,000 00 
391. Agriculture, park and livestock sup- 
plies and materials 25 00 
393. General operating supplies and ma- 
terials 1,500 00 
394. Repair parts and materials (non- 
automotive) 600 00 
395. Tools and instruments (except medi- 
eal and laboratory) 2,500 00 
396. Wearing apparel 40 00 
399. Other supplies and materials 200 00 
110,790 00 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 50 00 
430. Bond and insurance ae 25 00 
470. Rents . ; ; ; ; 200 00 
275 00 
HQUIPMENT 
510. Electrical and mechanical ma- 
chinery and equipment . 300. 00 
520. Engineering and _ scientific equip- 
ment 100 00 
540. Household furniture and equipment — 
560. Office furniture and equipment. 300 00 
593. Library books ; : } 240 00 
940 00 
STRUCTURES AND IMPROVEMENTS 
23-14. Reconstruction of streets 103,000 00 
23-15. Sidewalks, construction and _ re- 
construction of 86,000 00 
23-16. Public ways, construction of (rev- 
envid) Oy sk. ey te 157,500 00 
23-17. Street signs 6,000 00 
352,500 00 


$1,786,745 00 


99 


1953 1953 
1952 Department Allowed by 
Expenditure Estimate Mayor 
$1,323 47 $1,350 00 $1,000 00 
818 32 800 00 700 00 
28 10 30 00 30 00 
— 10 00 10. 00 
462 85 500. 00 300 00 
58 25 1,000 00 1,000 00 
12,499 81 8,510 00 7,860 00 
861 19 900 00 900 OO 
4,305 04 4,680 00 4,680 00 
173 05 200 00 200 00 
67 94 25 00 25 OO 
4,448 84 4,500 00 4,500 O00 
29.15 50. 00 50 00 
118,329 06 120,000 00 120,000 00 
19 60 25 00 25 00 
1,703 OL 1,700 00 1,500 00 
1,091 96 1,100 00 1,100 00 
1,817 O04 2,200 00 2,200 00 
16 70 40 00 40 00 
597 25 600. 00 400 O00 
133,459 83 136,020 00 135,620 00 
48 00 50 00 50 00 
37 50 40 00 40 00 
97 00 101 00 101 00 
182 50 191 00 191 00 
189 19 200 00 200 O00 
97 92 100 00 100 00 
73 50 100 00 100 00 
295 50 300 O00 300 00 
207 90 190 00 190 OO 
864 OL 890 00 890 00 
94,639 75 85,000 00 85,000 00 
78,944 69 80,000 00 80,000 00 
157,500 00 157,500 O00 ao 3 
8,455 87 8,500 00 8,500 00 
339,540 31 331,000 00 173,500 O00 
$1,811,980 21 $2,027,497 33 $1,745,061 00 


iy 


PUBLIC WORKS DEPARTMENT — SANITARY SERVICE 


PERSONAL SERVICES 
100. Permanent employees 
120. Overtime 


CoNTRACTUAL SERVICES 

210. Communications 

221. Electricity 

222. Gas 

230. Professional and technical services . 

240. Recording and judicial services 

251. Collection of garbage and waste 

252. Disposal of garbage and waste 

260. Repairs and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment. 

282. ‘Travel expenses—inside the state 

291. Advertising and posting 

292. Duplicating services . 

293. Cleaning 

294. Freight and express char ges 

297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 

310. Building supplies and materials 

330. Heating supplies and materials 

340. Household supplies and materials . 

350. Medical, dental and noepta at 
plies and materials : 

360. Office supplies and materials 

370. Police, traffic control, and firefight- 
ing supplies and materials 

380. Public Works supplies and mater ials 

391. Agriculture, park and livestock sup- 
plies and materials 


393. General operating supplies and 
materials . 

394. Repair parts and materials (non- 
automotive) . 

395. Tools and instruments (except 


medical and Jaboratory) 
396. Wearing apparel : 
399. Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 

420. Dues and subscriptions 

440. Licenses : ; 

470. Rents . : 

499. Other current charges and oblign- 
tions 


EQUIPMENT 

500. Automotive equipment. 

510. Electrical and mechanical machinery 
and equipment , : ; 

530. Firefighting equipment 


1952 


Appropriation 


$2,400,000 00 
40,000 00 


2,440,000 00 


4,200 00 
2,200 00 
800 00 

700 00 
2,100,000 00 
557,500 00 


11,000 00 
10,500 00 
150 00 
1,000 00 
300 00 
400 00 
500 00 
1,000 00 


2,690,250 00 


3,000 00 
25 00 
1,000 00 


25,700 00 


60 00 
130 00 
175 00 


365 00 


2,000 00 
100 00 


100 


1952 


Expenditure 


$2,446,858 45 
51,389 86 


2,498,248 31 


4,567 79 
2.454 52 
389 75 


2,082,057 60 
557,500 00 


3,578 07 
11,757 02 
488 10 
183 16 


397 60 

2 65 

5 50 

1,154 46 
2,664,536 22 
9.353 83 
8,082 52 
3,943 65 
709 37 


2 08 
1,963 10 


42 79 
41,898 27 


2,191 77 
6,535 63 


4,967 47 
883. 05 


80,692 24 
66 00 

10 00 
189 76 

7 50 


273 26 


12,411 70 


6,821 11 
355 15 


1953 
Department 
Estimate 


$2,525,044 00 


30,000 00 


1953 
Allowed by 
Mayor 


$2,500,000 00 
30,000 00 


2,555,044 00 


4,300 00 
2,200 00 


10 00 
2,100,000 00 
557,500 00 


6,000 00 
15,000 00 
500 00 
200 00 
200 00 
800 00 
100 00 
500 00 
1,000 00 


2,689,660 00 
10,000 00 
9,000 00 
5,000 00 
1,000 00 


25 00 
2,050 00 


50 00 
50 00 


100 00 
2,200 00 
200 00 
5,000 00 
200 00 
1,000 00 
35,875 00 
50 00 


100 00 
200 00 


350 00 
5,000 00 


1,000 00 
250 00 


2,530,000 00 


4,300 00 
2,200 00 
800 00 
550 00 


2,100,000 00 
557,500 00 


5,000 00 
12,000 00 
500 00 
200 00 
100 00 
800 00 


500 00 
1,000 00 


2,685,450 00 


9,000 00 
7,000 00 
4,500 00 
1,000 00 


25 00 — 
2,050 00 


50. 00 


50 00° 
1,500 00 — 
200 00° 
4,000 00 
200 00 | 
1,000 00 

30,575 00 
50 00 
100 00 | 
150 00 
7 50 | 


———_—_—_ 


307 50° 


1,000 00 
250 00 | 


540. 
560. 
570. 
593. 
594. 
599. 


Household furniture and equipment 
Office furniture and equipment 
Public Works Seen 

Library books : 

Motorless vehicles 

Other equipment 


STRUCTURES AND IMPROVEMENTS 


~ 


[952 
Appropriation 


$1,500 00 
3,400 00 
20 00 
1,500 00 


8,520 00 


$5,164,835 00 


1952 
Expenditure 


$11 86 
1,364 18 
2,980 00 


1,687 79 
713 78 


26,345 57 


$5,270,095 60 


1953 
Department 
Estimate 


$25 00 
500 00 
3,400 00 
20 00 
1,500 00 
300 00 


11,995 00 
157,076 00 


$9,450,000 00 


PUBLIC WORKS DEPARTMENT — SEWER SERVICE 


PERSONAL SERVICES 


100. 
110. 
120. 


Permanent employees 
Temporary pope 
Overtime 


CONTRACTUAL SERVICES 


210. 
221. 
260. 


270. 
281. 
282. 
291. 
292. 
293. 
297. 
299. 


Communications 

Electricity 

Repairs and maintenance of build- 
ings and structures 

Repairs and servicing of equipment . 

Travel expenses—outside the state . 

Travel expenses—inside the state 

Advertising and posting 

Duplicating services . 

Cleaning 

Printing, binding and ruling 

Other contractual services 


SUPPLIES AND MATERIALS 


310. 
320. 
330. 
340. 
350. 


360. 
380. 
393. 
394, 
395. 


396. 
399. 


Building supplies and materials 

Food supplies 

Heating supplies and materials 

Household supplies and materials . 

Medical, dental and Sey sup- 
plies and materials 

Office supplies and materials 

Public Works supplies and materials 

General operating supplies and ma- 
terials 

Repair parts and materials (non- 
automotive) 

Tools and instruments (except medi- 
cal and laboratory) : 

Wearing apparel ; 

Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 


420. 
430. 
496. 


Dues and subscriptions 

Bond and insurance premiums : 

Taxes (real estate and water—on 
city-owned property) 


1952 
Appropriation 


$638,959 27 
12,000 00 
650,959 27 


2,500 00 
83,500 00 


50,000 00 
11,000 00 
300 00 
1,800 00 
100 00 


240 00 
100 00 


149,540 00 


1,000 00 
25 00 
6,900 00 
695 00 


50 00 
2.940 00 
4,500 00 
1,900 00 
1,500 00 

500 00 


600 00 
350 00 


20,960 00 


34 50 
5 00 


600 00 


639 50 
101 


1952 
Expenditure 


$613,873 54 
4,035 30 
14,179 38 


632,088 22 


2,671 75 
86,183 54 


47,010 65 
9,486 64 
189 21 
1,870 23 
98 50 

3 00 

226 80 


25 75 
147,766 07 


1953 
Department 
Estimate 


$687,303 34 
16,000 00 
703,303 34 


2,700 00 
87,000 00 


57,000 00 
3,100 00 
300 00 
1,800 00 
100 00 
2,000 00 
240 00 
110 00 
300 00 


154,650 00 
1,700 00 
25 00 
6,828 00 
305 00 
30 00 
2,800 00 
6,900 00 
1,500 00 
1,400 00 
500 00 
500 00 
400 00 
22,888 00 


34 50 
5 00 


650 00 


689 50 


1953 
Allowed by 
Mayor 


$25 00 
200 00 
3,400 00 
20 00 
1,500 00 
300 00 


6,695 00 


$5,253,027 50 


1953 
Allowed by 
Mayor 


$675,000 00 
4,000 00 
12,000 00 


691,000 00 


2,500 00 
85,000 00 


50,000 00 
3,100 00 
300 00 
1,800 00 
100 00 


240 00 
100 00 
180 00 
143,320 00 
1,000 00 
25 00 
6,828 00 
305 00 
30 00 
2,800 00 
4,500 00 
1,500 00 
1,400 00 
500 00 
500 00 
350 00 
19,738 00 


34 50 
5 00 


650 00 
689 50 


~I 


bo 


PUBLIC WORKS DEPARTMENT — SEWER SERVICE—Continued 


EQUIPMENT 

510. Electrical and mechanical machinery 
and equipment 

520. Engineering and scientific equipment 

530. Firefighting equipment 

560. Office furniture and equipment 

570. Public Works resin 

593. Library books 

599. Other equipment 


STRUCTURES AND IMPROVEMENTS 
24-11. Sewerage works revenue 


1952 


Appropriation 


$1,090 00 
150 00 
1,000 00 
15 00 
100 00 


2.355 00 


1952 
Expenditure 


$84 15 
24 64 
986 83 
1,367 05 
85 25 
2,547 92 


29,114 36 


$824,453 77 


$835,909 93 


REGISTRY DEPARTMENT 


PERSONAL SERVICES 


100. Permanent employees 
110. Temporary employees 


CONTRACTUAL SERVICES 

230. Professional and technical services . 
240. Recording and judicial services 

270. Repairsandservicing ofequipment . 
282. Travel expenses—inside the state 
291. Advertising and posting 

297. Printing, binding and ruling 


SupPLIES AND MATERIALS 


360. Office supplies and materials 
393. General eae sup aes and ma- 
terials f : 


CURRENT CHARGES AND OBLIGATIONS 


420. Dues and subscriptions 
430. Bond and insurance premiums 
440. Licenses 


EQUIPMENT 
560. Office furniture and equipment 
593. Library books 


1952 
Appropriation 


$107,073 77 
2.500 00 


109,573 77 
8,600 00 
5,000 00 

300 00 
50 00 
15 00 

5,200 00 


19,165 00 


8,500 00 
25 00 
8,525 00 
60 00 


50. 00 
15 00 


175 00 
25 00 


200 00 


$137,588 77 


102 


1952 
Expenditure 


$115,985 02 
1,203 20 


117,188 22 
2,070 00 
3,658 00 

253 85 
42 22 
15 40 

5,318 30 


11,357 77 


9.186 00 
11 41 
9,197 41 
55 00 


50 00 
14 00 


119 00 


172 50 
52 00 


224 50 


$138,086 90 


1953 
Department 
Estimate 


$800 00 
100 00 
1,000 00 
150 00 
1,600 00 
15 00 
50 00 


3,715 00 


160,500 00 


$1,045,745 84 


1953 
Department 
Estimate 


$125,320 22 
2,244 60 


127,564 82 


5,000 00 
300 00 
60 00 
20 00 
5,480 00 


10,860 00 


9,200 00 
25 00 
9,225 00 
60 00 


50. 00 
21 00 


131 00 


175 00 
50 00 


225 00 
$148,005 82 


1953 
Allowed by 
Mayor 


$800 00 
100 00 
1,000 00 
150 00 
1,600 00 
15 00 
50 00 


3,715 00 


$858,462 50 


1953 
Allowed by 
Mayor 


$123,075 62 
2,244 60 


125,320 22 


200 00 


$144,756 22 


a. 


SINKING FUNDS DEPARTMENT 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees $3,150 00 
SuppLies AND MATERIALS 
360. Office supplies and materials 450 00 
CuRRENT CHARGES AND OBLIGATIONS 
420. Dues and a vote Sally — 
470. Rents . : ; * : 150 00 
150 00 


$3,750 00 


VETERANS’ SERVICES DEPARTMENT 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees 
110. Temporary employees 


$210,182 74 
25,000 00 


235,182 74 


CONTRACTUAL SERVICES 

270. Repairs and servicing of equipment 
282. Travel 2 ae the state 
293. Cleaning . 245 40 
299. Other contractual services , ; — 


SUPPLIES AND MATERIALS 
340. Household supplies and materials . 75 00 
350. Medical, dental and papal sup- 


plies and materials 50 00 
360. Office supplies and materials. : 5,800 00 
399. Other supplies and materials . 500 00 
6,425 O00 

CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions. ; 3 103 00 


430. Bond and insurance premiums ! 335 00 


440. Licenses . 
464. Veterans’ benefits and burials . 1,450,000 00 


470. Rents . . 102 00 
1,450,540 00 


EQUIPMENT 
550. Medical, dental and hospital aque 
ment ; 32 25 
560. Office furniture and equipment 535 00 
593. Library books 100 00 
667 25 


$1,696,910 39 
103 


1953 1953 

1952 Department Allowed by 

Expenditure Estimate Mayor 
$3,072 11 $2,150 00 $2,150 00 
439 30 425 00 425 00 

5 00 — ama 
150 00 150 00 150 00 
155 00 150 00 150 00 
$3,666 41 $2,725 00 $2,725 00 

1953 1953 
1952 Department Allowed by 

Expenditure Estimate Mayor 
$228,114 11 $293,205 89 ~—- $260,000 00 
26,092 51 17,268 81 8,500 00 
254,206 62 310,474 70 268,500 00 
245 03 541 20 350 00 
2,730 07 4,064 00 3,900 00 
222 51 245 40 245 40 

ore 200 00 am 
3,197 61 5,050 60 4,095 40 
74 20 150 14 75 00 
20 02 73 65 50. 00 
4,935 46 7,264 50 5,000 00 
306 12 867 00 500 00 
5,335 80 8,355 29 5,625 00 
50 00 103 00 103 00 
335 00 315 00 315 00 
= 10 00 10 00 
1,500,405 53 1,620,000 00 1,550,000 00 
91 20 102 00 102 00 
1,500,881 73 1,620,530 00 1,550,530 00 
31 31 171 00 3 00 
522 95 3,887 10 875 00 
@1 55 192 O04 100 00 
625 81 4,250 14 978 O00 


$1,948,660. 73 


$1,829,728 40 


STATISTICS DEPARTMENT 


PERSONAL SERVICES 
100. Permanent employees 
110. Temporary employees 


CONTRACTUAL SERVICES 
270. Repairs and servicing of equipment . 
297. Printing, binding and ruling 


SuPPLIES AND MATERIALS 

340. Household supplies and materials . 

360. Office supplies and materials 

393. General operas ae and ma- 
terials : . ; 


EQUIPMENT 
593. Library books 


1952 


Appropriation 


$20,974 64 
2,882 00 


23,856 64 


60 00 
20 00 


80 00 


100 00 
20 00 


120 00 
50 00 
$24,106 64 


1952 
Expenditure 


$18,398 81 
5,026 60 


23,425 41 
45 00 


45 00 


2 87 
133 51 


14 52 


150 90 
3 00 


$23,624 31 


STREET LAYING-OUT DEPARTMENT 


PERSONAL SERVICES 
100. Permanent employees 


CoNTRACTUAL SERVICES 

240. Recording and judicial services 

270. Repairsandservicing ofequipment . 
282. ‘Travel expenses—inside the state 
291. Advertising and posting 

292. Duplicating services . 

297. Printing, binding and ruling 


SuPPLIES AND MATERIALS 

340. Household supplies and materials . 

360. Office supplies and materials ‘ 

393. General operating supplies and ma- 
terials 

394. Repair parts and materials (non- 
automotive) 

395. Tools and instruments (except medi- 
cal and laboratory) 5 

396. Wearing apparel : 

399. Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 

430. Bond and insurance premiums 
470. Rents ; ; i 


EQUIPMENT 
520. Engineering and scientific equipment 
560. Office furniture and equipment 


1952 


Appropriation 


$238,550 02 


850 00 
600 00 
1,500 00 
500 00 
8,800 00 
200 00 


12,450 00 


25 00 
3,200 00 


300 00 


50 00 
25 00 
2,100 00 


5,700 00 


35 00 
20 00 


55 00 


2,800 00 
400 00 


104 


1952 
Expenditure 


$250,834 63 


812 75 
632 51 
2,243 05 
98 25 
100 00 
633 50 
4,520 06 


12 76 
3,459 67 


297 84 
67 40 
45 60 

2,125 49 
6,008 76 
29 00 


40 00 
250 00 


319 00 


982 55 
544 50 


1953 
Department 
Estimate 


$21,657 78 
2,244 60 


23,902 38 
60 00 


60 00 


135 00 
15 00 


150 00 


$24,112 38 


1953 
Department 
Estimate 


$318,509 02 


1,000 00 
1,050 00 
3,500 00 
2,500 00 
400 00 
400 00 


8,850 00 


50 00 
5,200 00 


500 00 


50 00 
25 00 
3,000 00 


8,825 00 


50 00 
20 00 


70 00 


2,150 00 
9,124 60 


1953 
Allowed by 
Mayor 


$7,468 20 
774 00 


8,242 20 
20 00 


20 00 


50 00 


50 00 


$8,312 20 


1953 
Allowed by 
Mayor 


$260,000 00 


850 00 | 
800 00 
3,000 00 | 
1,250 00 
400 00 
400 00 


6,700 00 


50 00 
3,500 00 


500 00 


50 00 
25 00 
2,500 00 


6,625 00 


50 00 
20 00 


—_——— 


70 00 


593. 
599. 


Library books 
Other equipment 


1952 
Appropriation 


$100 00 


3,300 00 
$260,055 02 


1952 
Expenditure 


$130 00 
1,492 40 


3,149 45 


$264,831 90 


SUPPLY DEPARTMENT 


PERSONAL SERVICES 


100. 


Permanent employees 


CONTRACTUAL SERVICES 


210. 


230. 
270. 
281. 
282. 
291. 
297. 


Communications : 

Professional and technical services . 
Repairs and servicing of equipment . 
Travel expenses — outside the state 
Travel expenses — inside the state . 
Advertising and posting 

Printing, binding and ruling 


SUPPLIES AND MATERIALS 


300. 
360. 
399. 


Automotive supplies and materials . 
Office supplies and materials 
Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 


420. 
470. 


Dues and subscriptions 
Rents shel 


EQUIPMENT 


560. 
593. 


Office furniture and pauaptaent, 
Library books 


1952 
Appropriation 


$96,695 82 


10 00 


1,500 00 


200 00 
400 00 
250 00 
2,100 00 
25 00 


4,485 00 

50 00 
6,200 00 
6,250 00 


150 00 
96 00 


246 00 


200 00 
95 00 


295 00 
$107,971 82 


1952 
Expenditure 


$102,579 77 


1 65 
1,829 28 
166 23 


340 32 
2,134 00 


4,471 48 
70 62 
6,737 09 
31 25 
6,838 96 


155 20 
19 80 


175 00 


180 00 
80 99 


260 99 
$114,326 20 


TREASURY DEPARTMENT 


PERSONAL SERVICES 


100. 
120. 


Permanent employees 
Overtime 


CONTRACTUAL SERVICES 


210. 
270. 
281. 
282. 
291. 
293. 
294. 
297. 
299. 


Communications : 
Repairs and servicing of equipment 
Travel expenses—outside the state . 
Travel expenses—inside the state 
Advertising and posting 

Cleaning 

Freight and express charges 
Printing, binding and ruling 

Other contractual services — 


1952 
Appropriation 


$134,032 18 
1,000 00 


135,032 18 


50 00 
200 00 
600 00 

18,000 00 
12,000 00 
300 00 

25 00 

100 00 
2,340 00 


33,615 00 
105 


1952 
Expenditure 


$141,905 37 


141,905 37 


54 77 
244 12 
1,022 57 
19,073. 40 
11,609 24 
326 60 
29 23 
156 00 
2,340 00 


34,855 93 


1953 
Department 
Estimate 


$200 00 


11,474 00 
$347,728 62 


1953 
Department 
Estimate 


$114,817 27 


10 00 
2,500 00 
250 00 
1,000 00 
350 00 
2,000 00 
25 00 


6,135 00 
8,850 00 


8,850 00 


225 00 
96 00 


321 00 


1,708 00 
120 00 


1,828 00 
$131,951 27 


1953 _ 
Department 
Estimate 


$152,225 61 
2,000 00 


154,225 61 


75 00 
300 00 
1,200 00 
19,590 25 
9,000 00 
330 00 
50 00 
300 00 
2,700 00 


33,545 25 


1953 
Allowed by 
Mayor 


$150 00 


5,200 00 
$2,785 95 


1953 
Allowed by 
Mayor 


$111,999 73 


10 00 
1,500 00 
200 00 
400 00 
250 00 
2,000 00 
25 00 


4,385 00 


6,200 00 


150 00 
96 00 


246 00 


150 00 
120 00 


270 00 


$123,100 73 


1953 
Allowed by 
Mayor 


$149,981 01 


149,981 01 


50 00 
250 00 
900 00 

19,000 00 

9,000 00 
330 00 
25 00 
200 00 
2,700 00 


32,455 00 


Or 


TREASURY 


SupPLies AND MATERIALS 

360. Office supplies and materials , 

393. General operating SUP Pres and ma- 
terials ‘ ‘ ’ 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 

430. Bond and insurance premiums 
470. Rents 


EQUIPMENT 
560. Office furniture and gga 
593. Library books 


WEIGHTS AND MEASURES DEPARTMENT 


PERSONAL SERVICES 
100. Permanent employees 


CONTRACTUAL SERVICES 

210. Communications 

270. Repairs and servicing of equipment 
282. Travel expenses—inside the state 
291. Advertising and posting 

293. Cleaning. 

297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 

310. Building supplies and materials 

360. Office supplies and materials 

393. General operating supplies and 
materials. 

395. Tools and instruments (except medi- 
cal and laboratory) , 

396. Wearing apparel 

399. Other supphes and materials 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 

430. Bond and insurance premiums 
440. Licenses ye ae 

470. Rents 


EQUIPMENT 
500. Automotive equipment 
560. Office furniture and equipment. 


1952 
Appropriation 


$11,300 00 
50 00 
11,350 00 
32 00 
9,375 00 
782 00 
10,189 00 


2,136 00 
249 00 


2,385 00 


$192,571 18 


1952 


Appropriation 


$75,684 49 


1,000 00 
25 00 
20 00 
20 00 
50 00 
100 00 


1,215 00 
1,000 00 
100 00 
700 00 
800 00 
100 00 
50 00 
25 00 
2.775 00 
5 00 

15 00 
37 50 
1,368 00 
1,425 50 


1,300 00 


106 


DEPARTMENT—Continued 


1952 
Expenditure 


$12,652 18 
5 69 
12,657 87 
37 00 
10,294 26 
740 09 
11,071 35 


2,366 81 
307 00 


2,673 81 


$203,164 33 


1952 
Expenditure 


$80,396 62 


1,181 28 


1953 
Department 
Estimate 


$14,000 00 
50 00 


14,050 00 


37 00 
8,822 78 
650 00 
9,509 78 


1,600 00 
289 00 


1,889 00 


$213,219 64 


1953 
Department 
Estimate 


$84,514 88 


2,028 00 
1 


36 00 
1,368 00 


1,424 00 


3,000 00 
90 00 


1953 
Allowed by 
Mayor 


$11,500 00 
50 00 
11,550 00 
37 00 


8,822 78 
650 00 


9,509 78 


1,250 00 
289 00 


1,539 00 


$205,034 79 


1953 
Allowed by 
Mayor 


$76,918 88 


1,000 00 
10 00 
20 00 
10 00 
50 00 
75 00 


1,165 00 
1,000 00 
100 00 
700 00 
800 00 
100 00 
50 00 
25 00 
2,775 00 
5 00. 

15 00 
36 00 
1,368 00 
1,424 00 


1,500 00 


1953 


1952 1952 Department 
Appropriation Expenditure Estimate 
BSmEAADTATYDOOKS 6k ay, wm me $60 00 $60 00 — 
599. Other equipment aE) Lee Fae 175 00 125 00 ¢300 00 
1,535 00 2,797 10 3,390 00 


$82,634 99 $88,073 96 $95,610 38 
BOARD OF REAL ESTATE COMMISSIONERS 


1953 
1952 1952 Department 
Appropriation Expenditure Estimate 
PERSONAL SERVICES 
100. Permanent employees ; ; $42,544 86 $32,897 70 $49,272 81 
110. Temporary employees . : 13,383 10 26,633 89 12,485 38 
55,927 96 59,531 59 61,758 19 
CONTRACTUAL SERVICES 
210. Communications ; — 13 14 
221. Electricity .. , , : 10 00 430 27 ar 
eee. | lll, — 45 00 ras 
224. Steam . ; 300 00 520 47 600 00 
230. Professional and technical services . — 700 00 600 00 
240. Recording and judicial services 25 00 65 95 320 00 
260. Repairs and maintenance of build- 
ings and structures 16,000 00 5,169 18 11,000 00 
270. Repairs and servicing of equipment . ; 300 00 28 98 100 00 
281. Travel expenses—outside the state . 300 00 = 300 00 
282. Travel expenses—inside the state. 50 00 11 91 50 00 
291. Advertising and posting . : 5,000 00 3,922 10 5,000 00 
292. Duplicating services . 100 00 — 100 00 
297. Printing, binding and ruling 900 00 1,009 00 800 00 
299. Other contractual services ' , 10,000 00 21,220 64 24,000 00 
32,985 00 33,136 64 42,870 00 
SUPPLIES AND MATERIALS 
300. Automotive supplies and materials . 275 00 56 66 — 
340. Household supplies and materials . 50 00 28 56 50 00 
360. Office supplies and materials. 500 00 613 23 650 00 
393. General operating supplies and ma- 
terials ’ 30 00 9 60 30 00 
395. Tools and instruments (except medi- 
cal and laboratory) mit. *. — 2 70 cae 
399. Other supplies and materials .. 20 00 .40 20 00 
875 00 711 15 750 00 
CURRENT CHARGES AND OBLIGATIONS 
420. Duesand subscriptions .  .. 75 00 10 50 80 00 
430. Bond and insurance premiums 6,760 00 4,280 20 4,750 00 
440. Licenses , ra 38 5 00 2 00 2 00 
ET OU a 170 00 136 00 70 00 
7,010 00 4,428 70 4,902 00 
EQUIPMENT 
Busselabrary books . . .,. . 100 00 60 00 250 00 


$96,897 96 $97,868 08 $110,530 19 


” RESERVE FUND 


1953 
1952 1952 Department 
Appropriation Expenditure Estimate 


$150,000 00 $150,000 00 $150,000 00 
107 


1953 
Allowed by 
Mayor 


$150 00 

1,650 00 
$83,932 88 

1953 


Allowed by 
Mayor 


$47,028 21 
2.887 89 


49,916 10 


8,500 00 
100 00 
150 00 

25 00 
4,000 00 
50 00 
800 00 
15,000 00 


29,145 00 


50 00 
500 00 


30 00 


20 00 


4,902 00 

100 00 

$84,663 10 
1953 


Allowed by 
Mayor 


$150,000 00 


on 


SNOW REMOVAL 


1952 1952 
Appropriation Expenditure 
$450,000 00 $476,360 80 


WORKMEN’S COMPENSATION 
$150,000 00 $190,414 17 


EXECUTIONS OF COURT, DAMAGE CLAIMS AND REIMBURSEMENTS 


$260,000 00 $259,122 47 


PENSIONS AND ANNUITIES (CITY) 
$2,950,000 00 $2,948,740 99 


BOSTON HOUSING AUTHORITY 
$27,000 00 $25,900 00 


CITY RECORD, PUBLICATION OF 


1952 1952 
Appropriation Expenditure 
1. PrrsonaL SERVICES 
100. Permanent employees $7,357 48 $7,968 23 
2. CONTRACTUAL SERVICES 
295. Mailing and letter services 1,200 00 694 47 
297. Printing, binding and ruling 39,600 00 38,139 56 
. 40,800 00 38,834 03 
3. SUPPLIES AND MATERIALS 
360. Office supplies and materials 200 00 198 45 
EQUIPMENT 
593. Library books 60 00 60 00 
$48,417 48 $47,060 71 


CIVIL DEFENSE ACTIVITIES 


1952 1952 
Appropriation Expenditure 
$76,173 74 $66,219 21 


108 


1953 
Department 
Estimate 


$400,000 00 


$200,000 00 


$260,000 00 


$3,270,000 00 


$27,000 00 


1953 
Department 
Estimate 


$8,476 87 
900 00 
41,000 00 
41,900 00 
200 00 


$50,576 87 


1953 
Department 
Estimate 


$73,194 12 


1953 
Allowed by 
Mayor 


$400,000 00 
$200,000 00 


$260,000 00 


$3,250,000 00 


$27,000 00 


1953 
Allowed by 
Mayor 


$8,476 87 


900 00 
38,000 00 


38,900 00 
200 00 


$47,576 87 


1953 
Allowed by 
Mayor 


$70,000 00 


COUNTY MAINTENANCE 
DETAIL 
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COUNTY MAINTENANCE 


DETAIL 


COURT HOUSE CUSTODIAN 


PERSONAL SERVICES 


100. 


Permanent employees 


CONTRACTUAL SERVICES 


210. 
221. 
222. 
230. 
260. 


270. 
291. 
293. 
294. 
299. 


Communications 

Electricity 

Gas ; 

Professional and technical services . 

Repairs and maintenance of build - 
ings and structures 

Repairs and servicing of equipment. 

Advertising and posting ’ 

Cleaning 

Freight and express charges 

Other contractual services 


SUPPLIES AND MATERIALS 


396. 


Automotive supplies and materials . 

Building supplies and materials 

Food supplies 

Heating supplies and ‘materials 

Household supplies and materials 

Medical, dental and eae ae 
plies and materials 

Office supplies and materials 

Public Works supplies and materials 

Agriculture, park and livestock sup- 
‘plies and ‘materials 

General operating supplies and ma- 
terials 

Repair parts and materials (non- 
automotive) : 

Tools and instruments ( ‘except medi- 
cal and laboratory) f 

Wearing apparel 


CURRENT CHARGES AND OBLIGATIONS 


420. 
430. 


Dues and subscriptions 
Bond and insurance premiums 


EQUIPMENT 


510. 


540. 
560. 
570. 
599. 


Electrical and mechanical machinery 
equipment 

Household furniture and equipment 

Office furniture and equipment 

Public Works equipment 

Other equipment 


1952 
Appropriation 


$454,082 97 


8,000 00 
35,000 00 
60 00 
1,200 00 


22,839 00 
1,550 00 
50 00 
4,937 00 
100 00 
150 00 


73,886 00 
10 00 
4,000 00 
50 00 
31,000 00 
7,000 00 
20 00 
240 00 
75 00 
100 00 
900 00 
800 00 


200 00 
250 00 


44,645 00 
5 00 


5 00 


450 00 
4,000 00 
832 00 
100. 00 


5,382 00 


$978,000 97 
lil 


1952 
Expenditure 


$484,907 30 


9,762 94 
35,057 05 
46 16 
521 40 


52,612 49 
1,280 65 
4,391 80 

340 00 
150 00 


104,662 49 
4 13 


2,856. 63 
42 70 


432 06 
3,923 20 
832 00 
66 59 


4,853 85 


$638,011 31 


1953 
Department 
Estimate 


$500,984 89 


10,000 00 
36,000 00 
60 00 
2,000 00 


48,439 00 
1,550 00 
100 00 
5,237 00 
100 00 
150 00 


103,636 00 
10 00 
4,570 00 
50 00 


35,000 00 
7,894 00 


369 00 
75 00 


75 00 
1,065 00 
2,890 00 


300 00 
300 00 


52,598 00 


5 00 
935 60 


940 60 


150 00 
450 00 
48,202 25 


48,802 25 


$706,961 74 


1953 
Allowed by 
Mayor 


$500,984 89 


42,985 00 


5 00 
935 60 


940 60 


400 00 
13,600 00 


14,000 00 


$632,557 49 


ou 


COUNTY BUILDINGS 


PERSONAL SERVICES 
100. Permanent employees 
120. Overtime , 


CONTRACTUAL SERVICES 

221. Electricity 

222, Gas 

260. Repairs ‘and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment. . 

282. ‘Travel expenses — inside the state . 

293. Cleaning 

299. Other contractual services: 


SuPPLigs AND MATERIALS 

310. Building supplies and materials 

330. Heating supplies and materials 

340. Household supplies and materials 

360. Office supplies and materials. 

370. Police, traffic control, and firefight- 
ing supplies and materials 

380. Public Works supplies and materials 

393. General operating supplies and ma- 
terials 

394. Repair parts and materials (non- 
automotive) : , 

399. Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
470. Rents : : : ‘ 


HQUIPMENT 

530. Firefighting equipment 

540. Household furniture and equipment 
560. Office furniture and Cau 
599. Other equipment 


PERSONAL SERVICES 
100. Permanent employees 
110. ‘Temporary employees 


CONTRACTUAL SERVICES 

210. Communications 

221. Electricity 

222. Gas : 

230. Professional and technical services . 

260. Repairs and maintenance of build- 
ings and structures Lt 


1952 


Appropriation 


$141,365 41 
1,000 00 


142,365 41 


4,400 00 
700 00 


22,000 00 
800 00 
100 00 
150 00 
200 00 


28,350 00 
200 00 
6,000 00 
900 00 
100 00 
40 00 
200 00 


100 00 
100 00 


7,640 00 
500 00 
150 00 
100 00 

1,000 00 
150 00 


1,400 00 


$180,255 41 


JAIL 
1952 


Appropriation 


$285,005 82 
169 16 


285,174 98 


1,680 00 
5,400 00 
1,130 00 

125 00 


5,000 00 
112 


1952 
Expenditure 


$165,588 14 
2,215 36 


167,803 50 


6,850 10 
832 12 


21,470 71 
1,012 58 


302 80 
962 00 


31,430 31 
6,387 37 
786 92 
32 00 


21 07 
47 20 


248 00 


123 00 
132 93 


7,778 49 
120 00 


95 75 
992 97 
124 91 

1,213 63 


$208,345 93 


1952 
Expenditure 


$306,532 53 
169 16 


306,701 69 
1,754 40 
6,354 87 
1,042 10 

107 20 


4,481 13 


1953 
Department 
Estimate 


$167,837 34 
3,000 00 


170,837 34 


4,400 00 
700 00 


22,000 00 
800 00 
100 00 
150 00 
200 00 


28,350 00 
200 00 
6,000 00 
900 00 
100 00 
40 00 
200 00 


100 00 
100 00 


7,640 00 
500 00 
150 00 
100 00 


440 00 
150 00 


840 00 
$208,167 34 


1953 
Department 
Estimate 


$320,077 45 
169 16 


320,246 61 
2,400 00 
6,400 00 
1,200 00 

125 00 


7,569 58 


1953 
Allowed by 
Mayor 


$162,434 64 
1,000 00 


163,434 64 


4,400 00 
700 00 


22,000 00 
800 00 
100 00 
150 00 
200 00 


28,350 00 


6,000 00 
800 00 
50 00 
40 00 
200 00 


100 00 
100 00 


7,290 00 
500 00 


150 00 


215 00 
150 00 


515 00 
$200,089 64 


1953 
Allowed by 
Mayor 


$320,077 45 
169 16 


320,246 61 
1,900 00 
6,200 00 
1,200 00 

125 00 


5,000 00 


270. 
281. 
285. 
291. 
293. 
294. 
299. 


Repairs and servicing of equipment 
Travel expenses—outside the state . 
Transportation of other persons 
Advertising and posting 

Cleaning 

Freight and express charges 

Other contractual services 


SUPPLIES AND MATERIALS 


300. 
310. 
320. 
330. 
340. 
390. 


360. 
370. 


380. 
391. 


392. 
393. 
394. 
395. 


396. 
399. 


Automotive supplies and materials . 

Building supplies and materials 

Food supplies 

Heating supplies and materials 

Household supplies and materials 

Medical, dental and ae pi 
plies and materials 

Office supplies and materials 

Police, traffic control, and firefight- 
ing supplies and materials ; 

Public Works supplies and materials 

Agriculture, park and livestock sup- 
plies and materials 

Education and recreation supplies 
and materials . 

General operating 
materials . 

Repair parts and materials (non- 
automotive) 

Tools and instruments (except medi- 
cal and laboratory) 

Wearing apparel 

Other supplies and mater ials 


supplies and 


CURRENT CHARGES AND OBLIGATIONS 


420. 
430. 
440. 
470. 
492. 


Dues and subscriptions 

Bond and insurance premiums 
Licenses ; 
Rents 

Gratuities 


EQUIPMENT 


510. 


540. 
550. 


560. 
593. 
599. 


Electrical and mechanical machinery 
and equipment 

Household furniture and equipment 

Medical, dental and hospital ae. 
ment : 

Office furniture and equipment 

Library books. 

Other equipment 


28-11 JAIL IMPROVEMENTS . 


1952 
Appropriation 
$1,000 00 
400 00 
15 00 
80 00 
79 00 
25 00 
1,400 00 


16,330 00 

550 00 
5,000 00 
43,500 00 
12,000 00 
7,000 00 


1,900 00 
1,400 00 


75 00 
48 00 


200 00 
100 00 
400 00 
900 00 
500 00 


3,500 00 
250 00 


77,323 00 


2,150 00 
200 00 


400 00 
30 00 


2,780 00 


10,000 00 
$392,182 98 


113 


1952 
Expenditure 


$1,943 86 
170 76 
15 20 
79 05 


1,397 65 
17,346 22 


325 28 
2,494 70 
51,733 46 
13,003 91 
6,659 28 


2,521 09 
1,474 32 


34 20 
47 60 


160 06 
105 00 
301 20 
1,214 14 


435 28 
2177 77 
249 84 


82,937 13 


5 00 
75 00 
3 00 
180 00 
213 50 


476 50 


2,870 00 
123 40 


397 97 
90 00 
128 64 


3,610 O1 


53,719 94 


$464,791 49 


1953 
Department 
Estimate 


$1,600 00 
400 00 
15 00 

80 00 
150 00 
25 00 
2,448 00 


22,412 58 


600 00 
13,250 00 
52,000 00 
15,040 00 
12,200 00 


2,400 00 
1,800 00 


510 00 
48 00 


200 00 
150 00 
500 00 
1,200 00 
400 00 
4,300 00 
250 00 


104,848 00 


32 00 
75 00 
13 00 
180 00 
300 00 


600 00 


30 00 
5,956 00 


14,101 00 


68,200 00 


$535,338 61 


1953 
Allowed by 
Mayor 


300 00 
1,000 00 
200 00 
3,500 00 
150 00 


82,648 00 


32 00 
75 00 
13 00 
180 00 
300 00 


600 00 


2,000 00 


200 00 
30 00 
156 00 


2,386 00 


10,000 00 


$433,670 61 


SUPREME JUDICIAL COURT 


PERSONAL SERVICES 
100. Permanent employees 


CONTRACTUAL SERVICES 

210. Communications : 
230. Professional and technical services . 
270. Repairs and servicing of equipment 
297. Printing, binding and ruling ; 


SUPPLIES AND MATERIALS 
360. Office supplies and materials 
396. Wearing apparel 


CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 


EQUIPMENT 
560. Office furniture and equipment 
593. Library books : : 


1952 


Appropriation 


$80,084 75 


125 00 
3,000 00 
75 00 
150 00 
3,350 00 


1,075 00 
175 00 


1,250 00 
100 00 


390 00 
150 00 


500 00 
$85,284 75 


1953 

1952 Department 

Expenditure Estimate 
$78,415 05 $82,977 99 
145 20 250 00 
— 15,000 00 
47 00 75 00 
132 00 500 00 
324 20 15,825 00 
1,050 97 1,500 00 
155 00 400 00 
1,205 97 1,900 00 
91 50 100 00 
347 89 200 00 
228 00 300 00 
575 85 500 00 
$80,612 57 $101,302 99 


SUPERIOR COURT, CIVIL SESSION, GENERAL EXPENSES 


PERSONAL SERVICES 
100. Permanent employees 


CONTRACTUAL SERVICES 

210. Communications ; 
230. Professional and technical services . 
240. Recording and judicial services 

270. Repairs and servicing of equipment 
297. Printing, binding and ruling 


SUPPLIES AND MATERIALS 

320. Food supplies 

360. Office supplies and materials 

393. General operating cuPEAP and ma- 
terials ‘ ; 

396. Wearing apparel 


CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 


EQUIPMENT 


560. Office furniture and ge 
593. Library books : 


1952 


Appropriation 


$431,458 89 


900 00 
30,000 00 
190,000 00 
30 00 
300 00 
221,230 00 


3,000 00 
1,100 00 


35 00 
1,235 00 


5,370 00 
320 50 
125 00 

2,500 00 

2,625 00 


$661,004 39 


114 


1952 
Expenditure 


$426,281 18 


894 55 
50,662 48 
197,775 29 
395 69 
249,728 O01 


3,417 77 
1,313 17 


35 00 
1,191 42 


5,957 36 
316 50 
75 00 
3,863 00 
3,938 00 


$686,221 05 


1953 
Department 
Estimate 


$431,814 04 


950 00 
35,015 00 
200,000 00 
30 00 

300 00 
236,295 00 


3,000 00 
1,300 00 


35 00 
1,235 00 


5,570 00 
330 00 
40 00 
3,000 00 
3,040 00 


$677,049 04 


1953 
Allowed by 
Mayor 


‘175 00 — 


365 00 


1953 } 
Allowed by — 
Mayor 


$431,814 04 


$677,049 04 


SUPERIOR COURT, 


PERSONAL SERVICES 
100. Permanent employees 


CONTRACTUAL SERVICES 

210. Communications 

270. Repairs and servicing of equipment . 
297. Printing, binding and ruling 


SupPLIES AND MATERIALS 
360. Office supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


EQUIPMENT 
560. Office furniture and equipment 
593. Library books , 


SUPERIOR COURT — CRIMINAL SESSION 


PERSONAL SERVICES 
100. Permanent employees 


CONTRACTUAL SERVICES 

200. Board and care of persons 

210. Communications 

230. Professional and technical services 
240. Recording and judicial services 

270. Repairs and servicing of equipment . 
281. ‘Travel expenses — outside the state 
282. ‘Travel expenses — inside the state . 
283. Probation officers’ expenses 

284. ‘Transportation of prisoners 

285. ‘Transportation of other persons 
297. Printing, binding and ruling 


SUPPLIES AND MATERIALS 

320. Food supplies. 

340. Household supplies and materials. . 

360. Office supplies and materials ; 

370. Police, traffic control, and firefight- 
ing supplies and materials 

393. General operating supplies and ma- 
terials 

395. Tools and instruments (except med- 
ical and laboratory) 

396. Wearing apparel 

399. Other supplies and materials 


1952 
Appropriation 


$307,908 48 


975 00 
300 00 


1,275 00 


$327,283 48 


1952 


Appropriation 


$482,609 34 


4,800 00 
34,500 00 
145,300 00 

500 00 

1,000 00 

2,000 00 

2,500 00 
19,100 00 

400 00 

2,000 00 


212,100 00 
4,000 00 
10,000 00 


585 00> 


13 60 


14,623 60 
115 


1952 
Expenditure 


$307,587 66 
3,158 25 
397 79 
1,859 80 
5,415 84 


16,985 86 


Crt 
i=) 
(==) 


920 17 
433 00 


1,353 17 


$331,347 53 


1952 
Expenditure 


$471,462 08 


45 00 
6,577 37 
25,032 90 
152,587 71 
632 62 
4,275 25 
916 69 
1,949 55 
19,933 33 


1,223 36 
213,173 78 
4,484 55 
52 35 
9,093 34 
13 60 

11 37 


10 30 
585 00 


14,250 51 


CIVIL SESSION, CLERK’S OFFICE 


1953 
Department 
Estimate 


$314,100 44 


3,500 00 

450 00 
2,400 00 
6,350 00 


14,000 00 


975 00 
385 00 


1,360 00 


$335,810 44 


1953 
Department 
Estimate 


$490,727 75 


5,000 00 
34,500 00 
145,300 00 

500 00 

1,000 00 

2,000 00 

2,500 00 
19,100 00 

400 00 

2,500 00 


212,800 00 
5,000 00 


25 00 
10,500 00 


15 00 


585 00 
13 60 


16,138 60 


1953 
Allowed by 
Mayor 


$312,900 44 
3,200 00 
400 00 
2,000 00 
5,600 00 


13,500 00 


975 00 
300 00 


1,275 00 


$333,275 44 


1953 
Allowed by 
Mayor 


$483,965 40 


5,000 00 
30,000 00 
145,300 00 

500 00 

1,000 00 

2,000 00 

2,500 00 
19,100 00 

400 00 

1,500 00 


207,300 00 


4,500 00 
25 00 
9,000 00 


14,138 60 


SUPERIOR COURT, CRIMINAL SESSION—Continued 


1952 
Appropriation 
CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 


430. Bond and insurance premiums $400 00 
440. Licenses : 4 : , , — 
470. Rents . ; — 
400 00 
EQUIPMENT 
560. Office furniture and equ 450 00 
593. Library books 400 00 
850 00 
$710,582 94 


PROBATE COURT 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees $21,324 O01 
CONTRACTUAL SERVICES 
210. Communications 3,300 00 
230. Professional and technical services . 13,500 00 
270. Repairs and servicing of equipment . 85 00 
284. Transportation of prisoners. 50 00 
293. Cleaning. , 190 00 
297. Printing, binding and ruling 650 00 
299. Other contractual services 5 — 
17,775 00 
SUPPLIES AND MATERIALS 
360. Office supplies and materials. é 13,000 00 
394. Repair parts and materials (non- 
automotive) . ; 4 50 00 
396. Wearing apparel . ; 195 00 
399. Other supplies and materials. 5,000 00 
18,245 00 


. CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions. 20 00 
430. Bond and insurance premiums f — 


20 00 

EQUIPMENT 
560. Office furniture and equipment 748 00 
593. Library books. ; 550 00 
1,298 00 
$58,662 O1 


MUNICIPAL COURT OF THE 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees $750,814 79 
110. Temporary employees 3,000 00 
753,814 79 
116 


1952 
Expenditure 


$20 00 
456 50 
14 00 
66 00 


556 50 


247 50 
782 83 


1,030 33 
$700,473 20 


1952 
Expenditure 


$21,324 01 
3,306 49 
13,556 48 
72 25 

68 78 


200 00 
841 48 


21 00 


21 00 


682 20 
708 50 


1,390 70 
$59,224 52 


1952 
Expenditure 


$755,772 81 
3,000 00 


758,772 81 


1953 
Department 
Estimate 


$400 00 


400 00 


2,850 00 
800 00 


3,650 00 
$723,716 35 


1953 
Department 
Estimate 


$21,600 00 


3,600 00 
15,250 00 
85 00 
60 00 
190 00 
950. 00 
35 00 


20,170 00 
15,300 00 
50 00 
5,500 00 
20,850 00 


22 00 
10 00 


32 00 


732 00 
750 00 


1,482 00 
$64,134 00 


CITY OF BOSTON 


1953 
Department 
Estimate 


$792,441 38 
3,000 00 


795,441 38 


1953 
Allowed by 
Mayor 


$400 00 


400 00 


450 00 
800 00 


1,250 00 
$707,054 00 


1953 
Allowed by 
Mayor 


$21,600 00 


3,300 00 
13,500 00 
85 00 
50 00 
190 00 
800 00 
35 00 


17,960 00 
13,000 00 
50 00 
5,000 00 
18,050 00 


22 00 
10 00 


—__—_ 


32 00 


366 00— 
650 00 


1,016 00 
$58,658 00 

1953 $ | 
Allowed by — 

Mayor 


’ 


$780,000 00 


780,000 00 | 


CONTRACTUAL SERVICES 


210. 
230. 
240. 
270. 
283. 
284. 
291. 
293. 
297. 


Communications 
Professional and technical services. 
Recording and judicial services 
Repairs and servicing of equipment . 
Probation officers’ expenses 
Transportation of prisoners 
Advertising and posting 

Cleaning 

Printing, binding and ‘ruling 


SUPPLIES AND MATERIALS 


300. 
340. 
350. 


360. 
393. 


396. 


Automotive supplies and materials . 
Household supplies and materials 
Medical, dental and _ hospital 

supplies and materials . 
Office supplies and materials 
General operating supplies and 

materials . : ; 4 ; ; 
Wearing apparel 


CURRENT CHARGES AND OBLIGATIONS 


420. 
430. 
462. 


Dues and subscriptions 
Bond and insurance premiums 
General relief 


EQUIPMENT 


550. 


560. 
593. 


Medical, dental and hospital spy 
ment 

Office furniture and equipment 

Library books 


1952 


Appropriation 


$7,500 00 


12,000 00 
700 00 
2,700 00 
800 00 
15 00 
100 00 
1,400 00 


25,215 00 


300 00 
25 00 


100 00 
25,000 00 


650 00 


26,075 00 


75 00 
2,000 00 
700 00 


2,775 00 


$808,679 79 


1952 
Expenditure 


$8,435 38 
20 00 
12,903 12 
586 95 
2,563 58 
701 15 
15 50 

52 92 
1,680 03 


26,958 63 


1,322 82 
844 50 


2,167 32 


$815,965 87 


1953 
Department 
Estimate 


$9,500 00 


12,000 00 
900 00 


3,600 00 
15 00 
100 00 
1,000 00 
27,115 00 


300 00 
25 00 


100 00 
28,000 00 
600 00 
29,025 00 
25 00 


575 00 
300 00 


900 00 


100 00 
1,000 00 
800 00 


1,900 00 


$854,381 38 


MUNICIPAL COURT, CHARLESTOWN DISTRICT 


PERSONAL SERVICES 


100. 
110. 


Permanent employees 
Temporary employees 


CONTRACTUAL SERVICES 


210. 


Communications 

Repairs and servicing of equipment . 
Probation officers’ expenses 
Transportation of prisoners 
Cleaning 

Printing, binding and ruling 


SUPPLIES AND MATERIALS 


360. 
396. 


Office supplies and materials 
Wearing apparel 


1952 


Appropriation 
$46,788 90 


4,800 00 


51,588 90 


550 00 
55 00 


1,800 00 
36 00 
25 00 

2,466 00 


1,900 00 
170 00 


2,070 00 
117 


1952 
Expenditure 


$48,750 30 
7,167 21 


55,917 51 


486 76 
53 80 
HOLD 

1,340 05 
36 00 
42 02 


2,008 88 


1,678 40 
170 00 


1,848 40 


1953 
Department 
Estimate 


$51,456 16 
5,497 50 


56,953 66 


600 00 
55 00 
50 00 

1,800 00 
36 00 
50 00 


2,591 00 
1,900 00 


1,900 00 


1953 


Allowed by 


Mayor 
$9,500 00 


12,000 00 
900 00 


3,600 00 
15 00 
100 00 
1,000 00 


27,115 00 


300 00 
25 00 


100 00 
28,000 00 


600 00 


29,025 00 


25 00 
575 00 
300 00 


900 00 


100 00 
1,000 00 
800 00 


1,900 00 


$838,940 00 


1953 


Allowed by 


Mayor 


$51,456 16 
5,000 00 


56,456 16 
600 00 
55 00 

50 00 
1,600 00 
36 00 

25 00 
2,366 00 


1,800 00 


1,800 00 


Cr 


bo 


MUNICIPAL COURT, CHARLESTOWN DISTRICT—Continued 


1952 
Appropriation 
CuRRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums $67 80 
EQUIPMENT 
560. Office furniture and equipment 125 00 
593. Library books ‘ 200 00 
325 00 


$56,517 70 


1952 
Expenditure 


$70. 50 


145 00 
222 00 


367 00 
$60,212 29 


EAST BOSTON DISTRICT COURT 


1952 
Appropriation 
PERSONAL SERVICES 


100. Permanent employees $50,109 28 
110. Temporary employees 2,365 00 
52,474 28 
CONTRACTUAL SERVICES 
210. Communications 650 00 
270. Repairs and servicing of equipment. 45 00 
284. Transportation of prisoners ; 1,700 00 
299. Other contractual services — 
2,395 00 
SUPPLIES AND MATERIALS 
360. Office supplies and materials 3,000 00 
396. Wearing apparel 120 00 
3,120 00 
CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 71 50 
470. Rents . ; ; f , ; 4 00 
75 50 
EQUIPMENT 
593. Library books 125 00 
$58,189 78 


1952 
Expenditure 


$51,164 89 
2,133 92 


53,298 81 
707 06 
63 90 
1,837 14 
504 00 
3,112 10 


3,119 47 


3,119 47 


82 90 
4 00 


86 90 
143 00 


$59,760 28 


1953 
Department 
Estimate 


$75 00 


150 00 
200 00 


350 00 
$61,869 66 


1953 
Department 
Estimate 


$56,303 40 
2.855 00 


59,158 40 
720 00 
60 40 
1,860 00 
2,640 40 


2,950 00 
120 00 


3,070 00 


94 50 
4 00 


98 50 
150 00 


$65,117 30 


MUNICIPAL COURT, SOUTH BOSTON DISTRICT 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees $56,012 00 
110. ‘Temporary employees 4,050 00 
60,062 00 
CONTRACTUAL SERVICES 
210. Communications 900 00 
270. Repairs and servicing of equipment 120 08 
283. Probation officers’ expenses 400 00 
284. ‘Transportation of prisoners 1,300 00 
297. Printing, binding and ruling 50 00 
2,770 08 


118 


1952 
Expenditure 


$57,937 82 
3,909 60 


61,847 42 
1,031 11 
103 50 


261 48 
1,288 00 


2,684 09 


1953 
Department 
Estimate 


$59,898 66 
4,846 50 


64,745 16 


900 00 
78 00 
500 00 
1,300 00 
100 00 


2,878 00 


1953 
Allowed by 
Mayor 


$75 00 


200 00 


200 00 
$60,897 16 


1953 
Allowed by 
Mayor 


$53,884 76 
2,300 00 


56,184 76 
700 00 
60 40 
1,860 00 
2,620 40 
2,950 00 


2,950 00 


94 50 
4 00 


98 50 
150 00 
$62,003 66 


1953 
Allowed by 
Mayor 


$59,866 46 
4,500 00 


64,366 46 


900 00 
78 00 
500 00 
1,300 00 
100 00 


2.878 00 


Pac - 


1953 


1952 1952 Department 
Appropriation Expenditure Estimate 
SUPPLIES AND MATERIALS Z 
360. Office supplies and materials. $1,750 00 $1,507 74 $1,800 00 
396. Wearing apparel 110 00 110 00 toe 
1,860 00 1,617 74 1,800 00 
CuRRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums : 92 00 118 50 115 00 
470. Rents . : ; 63 00 63 00 63 00 
155 00 181 50 178 00 
EQUIPMENT 
560. Office furniture and SE 175 00 155 00 1,995 00 
593. Library books. 215 00 303 00 154 00 
390 00 458 00 2,149 00 


$65,237 08 $66,788 75 $71,750 16 


MUNICIPAL COURT, DORCHESTER DISTRICT 


1953 
1952 1952 Department 
Appropriation Expenditure Estimate 
PERSONAL SERVICES 
100. Permanent employees : $76,057 02 $78,087 93 $81,312 00 
110. Temporary employees : ; 10,000 00 9,067 23 11,029 90 
86,057 02 87,155 16 _ 92,341 90 
CONTRACTUAL SERVICES 
210. Communications ; ’ 900 00 1,421 79 1,400 00 
270. Repairs and servicing of equipment 50 00 31 00 50 00 
282. Travel expenses — inside the state . — 3 30 — 
283. Probation officers’ expenses. 1,200 00 1,214 27 1,600 00 
284. Transportation of prisoners. ; 1,000 00 981 00 1,200 00 
293. Cleaning. ; : 48 00 58 92 60 00 
3,198 00 3,710 28 4,310 00 
SUPPLIES AND MATERIALS 
360. Office supplies and materials. 2,000 00 2,474 40 2,000 00 
396. Wearing apparel : : 70 00 65 00 70 00 
2,070 00 2,539 40 2,070 00 
CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums. ; 90 00 133 00 120 00 
470. Rents . ; y ; : 80 00 93 00 80 00 
170 00 226 00 200 00 
EQUIPMENT 
560. Office furniture and COU Aaa i 150 00 277 50 2,770 00 
593. Library books. : 80 00 144 00 80 00 
230 00 421 50 2,850 00 
$91,725 02 $94,052 34 $101,771 90 
MUNICIPAL COURT, ROXBURY DISTRICT 
1953 
1952 1952 Department 
Appropriation Expenditure Estimate 
PERSONAL SERVICES 
100. Permanent employees ’ ; , $185,458 83 $196,569 48 $206,955 65 
110. Temporary employees { i , 3,000 00 2,891 40 4,700 00 
188,458 83 199,469 88 211,655 65 


119 


1953 
Allowed by 
Mayor 


$1,800 00 


1,800 00 


115 00 
63 00 


178 00 


175 00 
154 00 


329 O00 
$69,551 46 


1953 
Allowed by 
Mayor 


$80,941 56 
10,000 00 


90,941 56 


1,250 00 
50 00 
1,200 00 
1,000 00 
60 00 


3,560 00 


2,000 00 
70 00 


2,070 00 


120 00 
80 00 


200 00 


420 00 
80 00 


500 00 


$97,271 56 


1953 
Allowed by 
Mayor 


$206,955 65 


3,278 00 


210,233 65 


MUNICIPAL COURT, ROXBURY DISTRICT—Continued 


CoNTRACTUAL SERVICES 


Board and care of persons 
Communications 

Repairs and servicing of equipment 
Probation officers’ expenses 
Transportation of prisoners 
Cleaning : } 


SuPPLIES AND MATERIALS 


340. 
360. 
396. 


Household supplies and materials 
Office supplies and materials 
Wearing apparel 


CURRENT CHARGES AND OBLIGATIONS 


430. 
470. 


Bond and insurance premiums 
Rents : 


EQUIPMENT 


560. 
593. 
599. 


Office furniture and equines 
Library books 
Other equipment 


1953 
Department 
Estimate 


$250 00 
4,000 00 
250 00 
2,500 00 
4,800 00 
115 00 


11,915 00 
5 00 
8,500 00 
260 00 
8,765 00 


303 00 
96 00 


399 00 


4,971 00 
250 00 


5,221 00 


$237,955 65 


MUNICIPAL COURT — WEST ROXBURY DISTRICT 


PERSONAL SERVICES 


100. 
110. 


Permanent employees 
Temporary employees 


CONTRACTUAL SERVICES 


210. 
230. 
270. 
283. 
284. 
293. 


Communications 
Professional and technical services 
Repairs and servicing of equipment 
Probation officers’ expenses 
Transportation of prisoners 
Cleaning 


SUPPLIES AND MATERIALS 


360. 


Office supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 


420. 
430. 


Dues and subscriptions 
Bond and insurance premiums 


EQUIPMENT 


560. 
593. 


Office furniture and’ foes re: 
Library books 


1952 1952 
Appropriation Expenditure 
$250 00 $25 00 

4,000 00 3,751 48 

250 00 285 15 
2,500 00 1,498 78 
4,800 00 3600 00 

115 00 196 40 
11,915 00 9,356 81 

5 00 ~a 

6,500 00 7,755 95 

225 00 222 10 
6,730 00 7,978 05 

263 00 236 00 

96 00 96 00 

359 00 332 00 

405 00 898 50 

250 00 373 70 

— 364 59 
655 00 1,636 79 
$208,117 83 $218,764 53 

1952 1952 

Appropriation Expenditure 

$58,154 04 $60,620 27 
4,000 00 3,009 92 
62,154 04 63,630 19 
925 00 977 28 

zs 5 00 

35 00 62 50 

550 00 617 90 
950 00 847 14 

72 00 76 30 
2,532 00 2,586 12 
2,200 00 1,849 18 

5 00 5 00 

90 50 50 00 

95 50 55 00 

— 308 00 

95 00 184 00 

. 95 00 492 00 
$67,076 54 $68,612 49 


120 


1953 
Department 
Estimate 


$66,535 98 
5,500 00 


72,035 98 
985 00 
65 00 
625 00 
950 00 
72 00 
2,697 00 
2,260 00 


5 00 
90 50 


95 50 


650 00 
200 00 


850 00 
$77,938 48 


1953 
Allowed by 
Mayor 


$150 00 
3,800 00 
250 00 
2,500 00 
4,800 00 
115 00 


11,615 00 
5 00 
7,500 00 
85 00 
7,590 00 


303 00 
96 00 


399 00 


616 25 
250 00 


866 25 


$230,703 90 


1953 
Allowed by 
Mayor 


$64,291 26 
2,600 00 


66,891 26 
950 00 
50 00 
600 00 
850 00 
72 00 
2,522 00. 
2,000. 00 


5 00 
90 50 


95 50 


200 00 
150 00 


350 00 


$71,858 76 


MUNICIPAL COURT, BRIGHTON DISTRICT 


PERSONAL SERVICES 
100. Permanent employees 
110. ‘Temporary employees 


CONTRACTUAL SERVICES 
210. Communications 


270. Repairs and servicing of equipment 


283. Probation officers’ expenses 
284. ‘Transportation of prisoners 


SUPPLIES AND MATERIALS 
320. Food supplies 
360. Office supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 


EQUIPMENT 
560. Office furniture and equa 
593. Library books 


1952 


Appropriation 


$38,199 00 
4,800 00 


42,999 00 
800 00 
50 00 
400 00 
500 00 


1,750 00 


25 00 
2,700 00 


2,725 00 


on 
or 
i) 


185 50 
350 00 


535 50 
$48,065 00 


1952 
Expenditure 


$39,454 95 
4,096 27 


43,551 22 
745 94 
73 44 
132 02 
595 00 


1,546 40 


29 70 
2,639 33 


2,669 03 
55 50 
173 00 
394 50 
567 50 


$48 389 65 


BOSTON JUVENILE COURT 


PERSONAL SERVICES 
100. Permanent employees 
110. Temporary employees — 


CONTRACTUAL SERVICES 
200. Board and care of persons 
210. Communications ™. 


230. Professional and technical services ! 


240. Recording and judicial services 


270. Repairs and servicing of equipment . 
281. Travel expenses — outside the state 
282. Travel expenses — inside the state . 


283. Probation officers’ expenses 
284. ‘Transportation of prisoners 
297. Printing, binding and ruling 


SUPPLIES AND MATERIALS 
360. Office supplies and materials 


CuRRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions t 
430. Bond and insurance premiums 


1952 


Appropriation 


$67,141 70 
6,400 00 


73,541 70 


250 00 
200 00 
50 00 
450 00 
87 00 


1,500 00 
300 00 
480 00 


3,317 00 
1,200 00 


131 26 
79 50 


1952 
Expenditure 


$67,421 23 
6,093 52 


73,514 75 


261 33 
45 00 
716 45 
85 50 
38 54 
1,605 86 
705 30 
511 25 


3,969 23 
1,178 27 


248 00 
79 50 


327 50 


1953 
Department 
Estimate 


$40,722 53 
6,808 80 


47,531 33 


350 00 
400 00 


750 00 
$53,761 83 


1953 
Department 
Estimate 


$76,828 67 
10,648 19 


87,476 86 


250 00 
300 00 
50 00 
1,000 00 
87 00 
300 00 
100 00 
1,800 00 
800 00 
680 00 


5,367 00 
1,500 00 


300 00 
79 50 


379 50 


1953 
Allowed by 
Mayor 


$40,674 83 
4,500 00 


45,174 83 
800 00 
50 00 
350 00 
550 00 


1,750 00 


25 00 
2,700 00 


2,725 00 
55 50 


175 00 
350 00 


525 00 
$50,230 33 


1953 
Allowed by 
Mayor 


$74,745 87 
5,833 20 


80,579 07 


100 00 
250 00 
50 00 
600 00 
87 00 
300 00 
100 00 
1,500 00 
300 00 
480 00 


3,767 00 
1,200 00 


200 00 
79 50 


279 50 


or 


BOSTON JUVENILE COURT—Continued 


EQUIPMENT 


560. 
593. 


Office furniture and equipment 
Library books 


1952 


Appropriation 


$25 00 
150 00 


175 00 
$78,444 46 


1952 
Expenditure 


$152 66 


152 66 
$79,142 41 


DISTRICT COURT OF CHELSEA 


PERSONAL SERVICES 


100. 
110. 


Permanent employees 
Temporary employees 


CONTRACTUAL SERVICES 


210. 
221. 
230. 
270. 
282. 
283. 
284. 
293. 
297. 


Communications 
Electricity 


Professional and technical services . 
Repairs and servicing of equipment . 
Travel expenses — inside the state . 


Probation officers’ expenses 
Transportation of prisoners 
Cleaning 

Printing, binding and. ruling 


SUPPLIES AND MATERIALS 


340. 
390. 


360. 
396. 
399. 


Household supplies and materials. 
Medical, dental and hospital a 


plies and materials 
Office supplies and materials 
Wearing apparel 
Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 


420. 
430. 


Dues and subscriptions 
Bond and insurance premiums . 


EQUIPMENT 


560. 
593. 


Office furniture and equipment 
Library books , ; 


1952 


Appropriation 


$56,049 00 
6,600 00 


62,649 00 


750 00 
475 00 
700 00 
100 00 
10 00 
60 00 
380 00 
55 00 


2,530 00 
100 00 


5 00 
3,000 00 
85 00 


3,190 00 


5 00 
64 50 


69 50 


100 00 
175 00 


275 00 
$68,713 50 


1952 
Expenditure 


$57,400 51 
6,527 47 


63,927 98 
720 93 


389 81 
630 00 


2,470 71 
98 71 


2,693 84 
77 10 


2,869 65 


5 00 
62 00 


67 00 


53 32 
147 00 


200 32 
$69,535 66 


REGISTRY OF DEEDS 


PERSONAL SERVICES 
100. Permanent employees 
110. Temporary employees 


1952 


Appropriation 


$386,874 03 
4,000 00 


390,874 02 
122 


1952 
Expenditure 


$381,189 23 
3,991 50 


385,180 73 


1953 
Department 
Estimate 


$190 00 
200 00 


390 00 
$95,113 36 


1953 


Department ) 


Estimate 


$60,072 90 
7,155 85 


67,228 85 


975 00 
$74,623 35 


1953 
Department 
Estimate 


$404,004 58 
4,000 00 


408,004 58 


1953 
Allowed by 
Mayor 


$165 00 
150 00 


315 00 
$86,140 57 


1953 
Allowed by 
Mayor 


$60,072 90 
6,639 95 


66,712 85 


725 00 
400 00 
650 00 
100 00 

10 00 
200 00 
350 00 
55 00 
200 00 


2,690 00 
100 00 
5 00 
2,800 00 
85 00 


2,990 00 


5 00 
109 50 


114 50 


300 00 
175 00 


475 00 
$72,982 35 


1953 
Allowed by 
Mayor 


$394,749 52 
4,000 00 


398,749 52 


1952 1952 
Appropriation Expenditure 
CONTRACTUAL SERVICES 
210. Communications $2,000 00 $2,237 95 
240. Recording and judicial services -—~ 551 00 
270. Repairs and servicing of equipment . 350 00 370 31 
282. Travel expenses—inside the state 200 00 201 13 
292. Duplicating services . — 295 63 
294. Freight and express charges 10 00 ae 


295. Mailing and letter services — 3 91 
297. Printing, binding and ruling 2,882 50 2,920 80 


299. Other contractual services 300 00 
5,742 50 6,580 73 
SUPPLIES AND MATERIALS 
360. Office supplies and materials 7,550 00 6,344 37 
393. General operating supplies and 
materials . ; ; 3,000 00 3,189 25 
399. Other supplies and materials 7,000 00 7,862 50 
17,550 00 17,396 12 


CURRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions. 5 00 5 00 


430. Bond and insurance premiums 151 00 129 00 
156 00 134 00 
EQUIPMENT 
560. Office furniture and een 493 00 428 84 
593. Library books —. 375 00 367 25 
868 00 796 09 
$415,190 52 $410,087 67 
INSANITY CASES 
1952 1952 
Appropriation Expenditure 
CONTRACTUAL SERVICES 
210. Communications $90 00 $85 30 
230. Professional and technical services . 41,000 00 38,1388 85 
240. Recording and judicial services — 5,563 40 
285. Transportation of other persons 9,000 00 17,034 90 
50,090 00 60,822 45 
SUPPLIES AND MATERIALS 
360. Office supplies and materials 125 00 114 82 
$50,215 00 $60,937 27 


1953 
Department 
Estimate 


$2,200 00 
350 00 


200 00 
703 52 


3,490 85 


6,944 37 
8.511 30 


5,829 00 
8,826 50 


23,166 80 


5 00 
158 50 


163 50 


615 00 
376 00 


991 00 


$439,270 25 


1953 
Department 
Estimate 


$90 00 
40,000 00 


18,000 00 
58,090 00 
125 00 
$58,215 00 


MEDICAL EXAMINER SERVICE, NORTHERN DIVISION 


1952 1952 
Appropriation 
PERSONAL SERVICES 


100. Permanent employees $34,675 91 $35,002 19 
CoNnTRACTUAL SERVICES 
210. Communications , 1,100 00 1,106 83 
270. Repairs and servicing of equipment 200 00 243 86 
282. Travel expenses — inside the state 1,530 00 1,530 00 
293. Cleaning 150 00 —_ 
294. Freight and express charges 25 00 20 00 
3,005 00 2,900 69 


123 


Expenditure 


1953 
Department 
Estimate 


$36,150 50 


1,100 00 
200 00 
1,530 00 
150 00 
25 00 


3,005 00 


1953 
Allowed by 
Mayor 


$2,000 00 
350 00 
200 00 
500 00 


3,000 00 


6,050 00 
8,500 00 


5,500 00 
7,000 00 


21,000 00 


5 00 
158 50 


163 50 


315 00 
376 00 


691 00 


$426,654 02 


1953 
Allowed by 
Mayor 


$90 00 
40,000 00 


18,000 00 
58,090 00 
125 00 


$58,215 00 


1953 
Allowed by 
Mayor 


$36,150 50 


MEDICAL EXAMINER SERVICE, 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials 

340. Household supplies and materials 

350. Medical, dental and hospital applies 
and materials . 

360. Office supplies and materials 

393. General operating supplies and 
materials . : ; : ; 

396. Wearing apparel ; 

399. Other supplies and materials 


kal 


EQUIPMENT 

550. Medical, dental and posptane equip- 
ment . : 

593. Library books 

599. Other equipment 


1952 


Appropriation 


$350 00 
390 00 


75 00 
300 00 


30 00 
70 00 
75 00 


1,250 00 
50 00 


113 00 
32 00 


195 00 


$39,125 91 


1952 
Expenditure 


$218 16 
228 69 


116 30 
480 74 


47 96 
52 20 
22 52 


1,166 57 
50 00 


120 00 
32 00 


202 00 


$39,271 45 


NORTHERN DIVISION—Continued 


1953 
Department 
Estimate 


$350 00 
350 00 


75 00 
300 00 


30 00 
70 00 
75 00 


1,250 00 
50. 00 


113 00 
32 00 


195 00 


$40,600 50 


MEDICAL EXAMINER SERVICE, SOUTHERN DIVISION 


PERSONAL SERVICES 
100. Permanent employees 


CONTRACTUAL SERVICES 

210. Communications 

240,. Recording and judicial services 
270. Repairs and servicing of equipment . 
294. Freight and express charges 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 

350. Medical, dental and heapite sup- 
plies and materials : 

360. Office supplies and materials 

393. General operating supplies and 
materials . 

399. Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 
440. Licenses ° 

470. Rents 


EQUIPMENT 

500. Automotive equipment. 

550. Medical, dental and oe equip- 
ment : 

593. Library books 


1952 


Appropriation 


$21,056 00 


800 00 
1,200 00 
100 00 
2,500 00 


4,600 00 
350 00 


200 00 
300 00 


50 00 
50 00 


950 00 


7 50 
3 00 
168 00 


178 50 
1,600 00 


350 00 
25 00 


1,975 00 


$28,759 50 


124 


1952 
Expenditure 


$21,277 89 


850 92 
1,084 00 
66 75 


3,840 67 
338 77 


153 88 
473 74 


1,052 37 


7 50 
3 00 
168 00 


178 50 
1,277 00 
300 00 


1,577 00 


$27,926 43 


1953 
Department 
Estimate 


$21,351 84 


800 00 
1,200 00 

100 00 
2,500 00 


4,600 00 
350 00 


200 00 
300 00 


50 00 
100 00 


1,000 00 
7 50 


3 00 
168 00 


178 50 


25 00 


25 00 


$27,155 34 


1953 
Allowed by 
Mayor 


$350 00 
350 00 


75 00 
300 00 


30 00 
70 00 
75 00 


1,250 00 


50 00 
113 00 
32 00 


195 00 
$40,600 50 


1953 
Allowed by 
Mayor 


$21,351 84 


800 00 
1,200 00 

100 00 
2,500 00 


4,600 00 
350 00 


200 00 
300 00 


50 00 
100 00 


1,000 00 
7 50 


3 00 
168 00 


178 50 


25 00 


25 00 
$27,155 34 


ASSOCIATE MEDICAL EXAMINER SERVICE, NORTHERN DIVISION 


PERSONAL SERVICES 
100. Permanent employees 
110. Temporary employees 


CONTRACTUAL SERVICES 

210. Communications 

240. Recording and judicial services 
270. Repairs and servicing of equipment 
282. ‘Travel expenses — inside the state 
292. Duplicating services . 

294. Freight and express charges 


SUPPLIES AND MATERIALS 

350. Medical, dental and hospital sup- 
plies and materials ; i 

360. Office supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 


1952 


Appropriation 


$2,500 00 
400 00 


2,900 00 


30 00 
100 00 
10 00 
300 00 
20 00 
100 00 


560 00 


5 00 
60 00 


7 50 


$3,532 50 


1952 
Expenditure 


$2,499 60 
320 00 


2,819 60 


30 00 


300 00 
306 00 


636 00 


26 80 


26 80 


5 00 


$3,487 40 


1953 
Department 
Estimate 


$2,500 00 
400 00 


2,900 00 


30 00 
100 00 
10 00 
300 00 
20 00 
100 00 


560 00 


5 00 
60 00 


65 00 


7 50 
$3,532 50 


ASSOCIATE MEDICAL EXAMINER SERVICE, SOUTHERN DIVISION 


PERSONAL SERVICES 
100. Permanent employees 
110. Temporary employees 


CONTRACTUAL SERVICES 

210. Communications 

240. Recording and judicial services 
282. ‘Travel expenses — inside the state . 
294. Freight and express charges 


SUPPLIES AND MATERIALS 

350. Medical, dental and hospital songs 
and materials . : 

360. Office supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 


1952 


Appropriation 


$2,500 00 
300 00 


2,800 00 


30 00 
100 00 
300 00 
300 00 


730 00 


5 00 
39 00 


40 00 
7 50 
$3,577 50 


1952 
Expenditure 


$2,499 60 
680 00 


3,179 60 


30 00 


300 00 
20 00 


350 00 


7 50 


$3,544 60 


1953 
Department 
Estimate 


$2,500 00 
300 00 


2,800 00 


30 00 
200 00 
300 00 
300 00 


830 00 


5 00 
39 00 


40 00 


7 50 
$3,677 50 


1953 
Allowed by 
Mayor 


$2,500 00 
400 00 


2,900 00 


30 00 
100 00 
10 00 
300 00 
20 00 
100 00 


560 00 


5 00 
60 00 


65 00 
7 50 
$3,532 50 


1953 
Allowed by 
Mayor 


$2,500 00 
300 00 


2,800 00 


30 00 
200 00 
300 00 
300 00 


830 00 


5 00 
35 00 


40 00 


7 50 
$3,677 50 


ie 


MISCELLANEOUS EXPENSES, SHERIFF 


1952 

4 Appropriation 
PERSONAL SERVICES 
100. Permanent employees $7,260 00 
SUPPLIES AND MATERIALS 
360. Office supplies and materials 200 00 
CURRENT CHARGES AND OBLIGATIONS 
430. Bond and insurance premiums 475 00 

$7,935 00 


1952 
Expenditure 


$7,638 99 
200 00 


475 00 
$8,313 99 


1953 
Department 
Estimate 


$9,000 00 
200 00 


475 00 
$9,675 00 


MISCELLANEOUS EXPENSES, TREASURY DEPARTMENT 


1952 
. Appropriation 
PERSONAL SERVICES 
100. Permanent employees $5,286 64 


1952 
Expenditure 


$5,286 64 


1953 
Department 
Estimate 


$5,650 65 


PENAL INSTITUTIONS DEPARTMENT — CENTRAL OFFICE 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees 
CONTRACTUAL SERVICES 


$66,586 79 


210. Communications : 5 00 
270. Repairs and servicing of equipment 200 00 
281. Travel expenses — outside the state 200 00 
282. ‘Travel expenses — inside the state . 100 00 
297. Printing, binding and ruling 10 00 
515 00 
SUPPLIES AND MATERIALS 
300. Automotive supplies and materials . 250 00 
340. Household supplies and materials 5 00 
360. Office supplies and materials 600 00 
855 00 
CuRRENT CHARGES AND OBLIGATIONS 
420. Dues and subscriptions 5 00 
440. Licenses 6 00 
11 00 
EQUIPMENT 
560. Office furniture and equipment 155 00 
$68,122 79 


1952 
Expenditure 


$69,195 44 


1 20 
192 32 
106 50 
99 75 

9 00 


408 77 


168 59 
3 00 
651 66 


823 25 


20 20 
6 00 


26 20 
110 00 
$70,563 66 


1953 
Department 
Estimate 


$73,547 09 


5 00 
225 00 
200 00 
100 00 

10 00 


540 00 


250 00 
5 00 
650 00 


905 00 


20 00 
3 00 


23 00 
70 00 


$75,085 09 


PENAL INSTITUTIONS DEPARTMENT — HOUSE OF CORRECTION 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees $407,693 42 


110. Temporary rae 1 pon © 1,000 00 
120. Overtime 5,000 00 


413,693 42 
126 


1952 
Expenditure 


$431,555 52 
1,080 85 
7,947 60 


440,583 97 


1953 
Department 
Estimate 


$483,821 20 
1,213 14 
12,000 00 


497,034 34 


1953 
Allowed by 
Mayor 


$9,000 00 


200 00 


475 00 


$9,675 00 


1953 
Allowed by 
Mayor 


$5,650 65 


1953 
Allowed by 
Mayor 


$72,269 99 
5 00 


200 00 
200 00 


$73,732 99 


1953 
Allowed by 
Mayor 
$470,000 00 
1,200°00 
5,000 00 


476,200 00 


2. CONTRACTUAL SERVICES 


or 


210. 
221. 
222. 
230. 
260. 


270. 
281. 
282. 
284. 
291. 
292. 
293. 
294. 
297. 
299. 


Communications 

Electricity 

Gas ; , 

Professional and technical ; services . 

Repairs and maintenance of build- 
ings and structures 

Repairs and servicing of equipment . 

Travel expenses—outside the state . 

Travel expenses—inside the state 

Transportation of prisoners 

Advertising and posting 

Duplicating services . 

Cleaning 

Freight and express char ges 

Printing, binding and ruling 

Other contractual services 


SUPPLIES AND MATERIALS 


396. 
399. 


Automotive supplies and materials . 
Building supplies and materials 
Food supplies 
Heating supplies and materials 
Household supplies and materials 
Medical, dental and ie 
supplies and materials . ; 
Office supplies and materials 
Police, traffic control, and _fire- 
fighting supplies and materials 
Public Works supplies and materials 
Agriculture, park and _ livestock 
supplies and materials. 
Education and recreation supplies 
and materials . 
General operating 
materials . 
Repair parts and materials (non- 
automotive) P 
Tools and instruments 
medical and laboratory) 
Wearing apparel 
Other supplies and materials 


supplies _ and 


(except 


CURRENT CHARGES AND OBLIGATIONS 


420. 
430. 
440. 
470. 
492. 
496. 


Dues and subscriptions 

Bond and insurance premiums 

Licenses A 

Rents 

Gratuities 

Taxes (real estate and w ater - —on 
city-owned property) 


EQUIPMENT 


500. 
510. 


530. 
040. 


Automotive equipment. 

Electrical and mechanical machinery 
and equipment ' ; 

Firefighting equipment 

Household furniture and equipment 


1952 


Appropriation 


$2,500 00 
11,500 00 
200 00 
300 00 


10,000 00 
2,000 00 
300 00 
100 00 
50 00 
25 00 
2,500 00 
100 00 
25 00 
50 00 
1,000 00 


30,650 00 

4,000 00 
20,000 00 
227,000 00 
58,000 00 
20,000 00 


5,500 00 
3,000 00 


350 00 
250 00 


12,000 00 

200 00 
3,000 00 
1,500 00 
2,000 00 


20,000 00 
1,000 00 


377,800 00 


20 00 
60 00 
35 00 
200 00 
6,000 00 


6,315 00 


7,370 00 


9,884 00 
50. 00 
18,350 00 


127 


1952 
Expenditure 


$3,183 50 
11,983 20 
287 26 
130 00 


16,106 99 
3,746 84 
80 14 
209 95 
35 00 

62 50 
2,034 50 
50 00 

4 38 


644 47 


1,556 55 
26,617 02 
612 80 


371,720 02 


1953 
Department 
Estimate 


$3,200 00 
11,900 00 
390 00 
200 00 


112,650 00 
3,600 00 
300 00 
150 00 
100 00 
50 00 
2,500 00 
150 00 
50 00 
100 00 
3,450 00 


138,750 00 

5,600 00 
22,000 00 
225,500 00 
62,000 00 
21,450 00 


7,000 00 
2,800 00 


200 00 
100 00 


18,000 00 

400 00 
2,800 00 
2,500 00 
1,750 00 


25,000 00 
750 00 


397,850 00 


15 00 
40 00 
27 50 
25 00 

350 00 

6,000 00 


6,457 50 


21,522 00 
8,072 00 


1953 
Atlowed by 
Mayor 
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30,975 00 


4,500 00 
20,000 00 
220,000 00 
60,000 00 
20,000 00 


6,000 00 
2,800 00 


200 00 


13,000 00 
400 00 
2,800 00 
2,000 00 
1,750 00 
23,000 00 
750 00 


377,200 00 


15 00 
40 00 
27 50 
390 00 
6,000 00 
6,432 50 


16,590 00 
6,000 00 


PENAL INSTITUTIONS DEPARTMENT — HOUSE OF CORRECTION—Continued 


1953 
1952 1952 Department 
Appropriation Expenditure Estimate 

550. Medical, dental and __ hospital 
Wein "4 equipment ; } $250 00 $385 00 $3,000 00 
560. Office furniture and equipment 495 00 462 50 375 00 
570. Public Works equipment . ; : —_ 148 00 5,000 00 

591. Agriculture, park and _ recreation 
equipment : 300 00 96 74 100 00 
593. Library books 50 00 1 25 50 00 
594. Motorless vehicles 245 00 327 77 100 00 
599. Other equipment 1,000 00 101 39 700 00 
37,994 00 28,669 14 38,919 00 
7. STRUCTURES AND IMPROVEMENTS 

28-13 Special improvements and repairs. — 15,311 16 50,000 00 


$866,452 42 $901,203 19 $1,129,010 84 


MIDDLESEX COUNTY TRAINING SCHOOL 


1953 
1952 1952 Department 
Appropriation Expenditure Estimate 
——__—— $60,000 00 $60,718 93 $60,000 00 
PENSIONS AND ANNUITIES (COUNTY) 
1953 
1952 1952 Department 
Appropriation Expenditure Estimate 
ie $95,000 00 $112,259 79 $120,000 00 
SOCIAL LAW LIBRARY 
1953 
1952 1952 Department 
Appropriation Expenditure Estimate 
$2,000 00 $2,000 00 $2,000 00 
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1953 
Allowed -by 
Mayor 


$250 00 
375 00 


100 00 
50 00 
100 00 
200 00 


23,665 00 


$914,472 50 


1953 
Allowed by 
Mayor 


$60,000 00 


1953 
Allowed by 
Mayor 


$120,000 00 


1953 
Allowed by 
Mayor 


$2,000 00 
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PrRSONAL SuRVICES 

100. Permanent employees 
110. Temporary apes: ees 
120. Overtime 


CONTRACTUAL SERVICES 

210. Communications 

221. Electricity 

222. Gas. 

230. Professional and technical services. 

260. Repairs and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment . 

285. ‘Transportation of other persons 

293. Cleaning 

294. Freight and express charges 

297. Printing, binding and ruling 

298. Printing, binding, ruling for print 

299. Other contractual services 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 

310. Building supplies and materials 

330. Heating supplies and materials 

340. Household supplies and materials 

350. Medical, dental and hospital hie 
and materials . : 

360. Office supplies and materials 

370. Police, traffic control, and fir efight- 
ing supplies and materials 

391. Agriculture, park and livestock sup- 
‘plies and materials 

393. General operating supplies and ma- 
terials 

394. Repair parts and materials (non- 
automotive) 

395. Tools and instruments (except medi- 
cal and laboratory) ' ; 

399. Other supplies and materials 


4. Current CHARGES AND OBLIGATIONS 
440. Licenses : : ; ; 
470. Rents 


5. EQquiemMent 
510. Electrical and mechanical machinery 
and equipment 
560. Office furniture and equipment 
593. Library books : 


eres 


DETAIL 


1952 
Appropriation 


$508,690 35 
2,000 00 
2,000 00 


512,690 35 


1,500 00 
3,500 00 
1,500 00 

500 00 


400 00 
2,100 00 
10 00 

600 00 
150 00 

50 00 
148,000 00 
300 00 


158,610 00 
200 00 
100 00 

6,000 00 
400 00 


20 00 
176,100 00 


20 00 

10 00 
2,000 00 
2,000 00 


25 00 
2,000 00 


188,875 00 


2 00 
100 00 


1,200 00 
300 00 
50 00 


1,550 00 


$861,827 35 
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INCOME DEPARTMENTS 


PRINTING DEPARTMENT 


1952 
Expenditure 


$504,833 46 


7,077 57 
2.459 84 


514,370 87 


1,338 65 
3,269 15 
1,698 66 

680 00 


2,398 53 
2.915 01 
1 95 
1,183 80 
216 23 


136,033 50 
1,040 09 
150,775 57 


209 48 
7 53 
7,086 65 
644 79 


11 74 
163,764 30 


176,356 95 


3 00 
56 20 


59 20 


SOL 75 
69 OO 
60 00 


930 75 
$842,493 34 


1953 
Department 
Estimate 


$535,408 24 
14,000. 00 
2,000 00 


551,408 24 


1,500 00 
3,500 00 
1,700 00 

500 00 


900 00 
4,500 00 
10 00 
1,175 00 
250 00 

50 00 
130,000 00 
334 00 


144,419 00 
320 00 
200 00 

6,000 00 
400 00 


20 00 
130,100 00 


20 00 

10 00 
2,000 00 
2,000 00 


25 00 
2,000 00 


143,095 00 


3 00 
100 00 


103 00 


1,200 00 
300 00 
125 00 

1,625 00 


$840,650 24 


1953 
Allowed by 
Mayor 


$528,118 24 
2,000 00 
2,000 00 


532,118 24 


1,500 00 
3,500 00 
1,600 00 

500 00 


900 00 
4,000 00 
10 00 
1,175 00 
200 00 

50 00 
130,000 00 
334 00 


143,760 00 
250 00 
100 00 

6,000 00 
400. 00 


20 00 
130,000 00 


20 00 

10 00 
2,000 00 
2,000 00 


25 00 
2,000 00 


142,825 00 


3 00 
100. 00 


103 00 


1,200 00 
300 00 
100 00 

1,600 00 


$820,415 24 


on 


PUBLIC WORKS DEPARTMENT — SUMNER TUNNEL 


PERSONAL SERVICES 

100. Permanent employees 
110. Temporary ess hes 
120. Overtime 


CoNTRACTUAL SERVICES 

210. Communications 

221. Electricity 

222. ‘Gas : 

224. Steam . 

230. Professional and technical services . 

260. Repairs and maintenance of build- 
ings and structures 

270. Repairs and servicing of equipment . 

281. Travel expenses — outside the state 

282. Travel expenses — inside the state . 

291. Advertising and posting 

293. Cleaning 

294. Freight and express charges 

297. Printing, binding and ruling 

299. Other contractual services 


SUPPLIES AND MATERIALS 

300. Automotive supplies and materials . 

310. Building supplies and materials 

330. Heating supplies and materials 

340. Household supplies and materials 

350. Medical, dental and hospital sup- 
plies and materials ; 

360. Office supplies and materials 

370. Police, traffic control, and firefight 
ing supplies and materials 

380. Public Works supplies and materials 


393. General operating supplies and 
materials . 

394. Repair parts and materials (non- 
automotive) 


395. Tools and instruments (except medi- 
cal and laboratory) 

396. Wearing apparel 

399. Other supplies and materials 


CuRRENT CHARGES AND OBLIGATIONS 

401. Payments for damages to persons 
and property . ; : ; 

420. Dues and subscriptions 

430. Bond and insurance premiums 

440. Licenses 4 : 

491. Deposit adjustments 


HQUIPMENT 

500. Automotive equipment. 

510. Electrical and mechanical machiner y 
and equipment 

520. Engineering and scientific equipment 

530. Firefighting equipment 

560. Office furniture and equipment 


1952 
Appropriation 


$373,601 16 
16,000 00 
12,000 00 


401,601 16 


123,175 00 


1,100 00 
2,800 00 
2,000 00 
3,500 00 


60 00 
1,500 00 


500 00 
700 00 


1,200 00 
2,500 00 
200 00 


2,400 00 
20 00 


18,480 00 


500 00 
205 00 
725 00 
50 00 
100 00 


1,580 00 


3,000 00 
20,425 00 
785 00 
1,000 00 
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1952 


Expenditure 


$368,755 49 
13,297 46 
10,709 46 


392,762 41 


717 47 
65,304 59 
260 57 
1,515 12 
1,020 00 


30,793 73 
2,272 26 
118 81 

6 00 

198 00 
6,800 00 
1,112 00 
320 00 
1,266 64 


111,705 19 


1,490 21 
1,017 74 
2,004 75 
2,593. 00 


64 24 
1,750 92 


L7g91 
271 47 


151 37 
1,412 60 


1953 
Department 
Estimate 


$403,253 92 
16,653 60 
10,709 46 


430,616 98 


750 00 
65,000 00 
200 00 
2,500 00 
1,000 00 


57,650 00 
10,950 00 
200 00 
200 00 
10,650 00 
1,300 00 
405 00 
4,965 00 


155,770 00 


2,535 00 
1,962 65 
2,437 00 
4,884 00 


60 00 
2,625 00 


525 00 
450 00 


1,000 00 
205 00 
725 00 

50 00 
100 00 


2,080 00 
1,500 00 
2,530 00 

325 00 


675 00 
2,370 00 


1953 
Allowed by 
Mayor 


$398,325 23 
14,000 00 
10,000 00 


422,325 23 


700 00 
65,000 00 
200 00 
2,500 00 
1,000 00 


25,000 00 
10,950 00 
200 00 


100 00 
10,650 00 
1,300 00 — 

405 00 
4,000 00 


122,005 00 


2,500 00 
1,962 25 
2,100 00 
3,500 00 
60 00 — 
2,000 00. 


2,011 00 
400 00 — 

2,622 00 
10 00 : 


18,284 25 | 


500 00 
205 00 
725 00 

50 00 
100 00 


1,580 00 


580. 
599. 


Signal equipment 
Other equipment 


1952 


Appropriation 


$300 00 
60 00 


25,570 00 


$570,406 16 


PUBLIC WORKS DEPARTMENT 


PERSONAL SERVICES 


100. 
110. 
120. 


Permanent employees 
Temporary aha 
Overtime 


CONTRACTUAL SERVICES 


210. 
221. 
222. 
230. 
240. 
260. 


270. 
282. 
291. 
292. 
294. 
297. 
299. 


Communications 

Electricity 

Gas 

Professional and technical services" 

Recording and judicial services 

Repairs and maintenance of build- 
ings and structures 

Repairs and servicing of equipment 

Travel expenses — inside the state 

Advertising and posting 

Duplicating services . 

Freight and express charges 

Printing, binding and ruling 

Other contractual services 


SUPPLIES AND MATERIALS 


396. 
399. 


Automotive supplies and materials 
Building supplies and materials 
Food supplies 

Heating supplies and materials 
Household supplies and materials. 


. Medical, dental and hospital sup- 


plies and materials 

Office supplies and materials. 

Police, traffic control, and firefight- 
ing supplies and materials 

Public Works supplies and ma- 
terials 

General operating supplies and ma- 
terials 

Repair parts and materials (non- 
automotive) 

Tools and instruments (except medi- 
cal and laboratory) 

Wearing apparel 

Other supplies and materials 


CURRENT CHARGES AND OBLIGATIONS 


401. 
420. 


Payments for damages to persons 
and property . PIP ATER, 
Dues and subscriptions 


1952 


Appropriation 
$1,565,000 00 


40,000 00 
25,000 00 


1,630,000 00 


4,500 00 
2.250 00 

50 00 
5,500 00 
3,000 00 


425,000 00 
50,000 00 
2,000 00 
150 00 
100 00 

50 00 

800 00 
124 00 


493,524 00 


22.200 00 
9,000 00 
5,600 00 
4,100 00 

600 00 


50 00 
7,500 00 


245,000 00 
6,000 00 
1,000 00 
3,000 00 


500 00 
1,500 00 


306,050 00 


30,000 00 
17 00 


133 


1952 


Expenditure 


$4 00 


8,036 42 


$530,749 91 


1952 
Expenditure 


$1,520,545 21 


26,553 24 
33,933 27 


1,581,031 72 


429,970 12 
8,383 56 
2512 44 

325 50 
7 12 

82 18 
1,306 25 
135 40 


456,725 38 
27,247 79 


281,738 09 
10,332 79 
4,704 39 
7,021 25 

766 11 
483 32 
359,823 77 


55,429 38 
17 00 


1953 
Department 
Estimate 
$700 00 

60 00 


8,160 00 


$618,092 63 


— WATER SERVICE 


1953 
Department 
Estimate 


$1,637,000 00 


10,000 00 
40,000 00 


1,687,000 00 


5,000 00 
2,600 00 

65 00 
2,500 00 
3,850 00 


536,600 00 
9,050 00 
4,000 00 

300 00 
200 00 
100 00 
1,000 00 
124 00 


565,389 00 
27,500 00 
8.475 00 
6,400 00 
4,360 00 
600 00 


55 00 
5,050 00 


294,160 00 
7,225 00 
2,400 00 
3,160 00 

800 00 
650 00 
360,835 00 


50,000 00 
17 00 


1953 
Allowed by 
Mayor 
$700 00 

60 00 


6,585 00 


$570,779 48 


1953 
Allowed by 
Mayor 


$1,600,000 00 


10,000 00 
25,000 00 


1,635,000 00 


5,000 00 
2,600 00 

65 00 
2,500 00 
3,850 00 


465,000 00 
9,050 00 
2,600 00 

300 00 
200 00 
100 00 
1,000 00 
124 00 


492,389 00 
25,000 00 
8,475 00 
6,400 00 
4,360 00 
600 00 


55 00 
5,050 00 


250,000 00 
7,225 00 
2,400 00 
3,160 00 

800 00 
650 00 
314,175 00 


50,000 00 
17 00 
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PUBLIC WORKS DEPARTMENT—WATER SERVICE—Continued 


1952 
Appropriation 
430. Bond and insurance premiums $210 00 
440. Licenses ; 235 00 
470. Rents 1,676 O00 
499. Other current char ges and obligations — 
32,188 00 
[EQUIPMENT 
500. Automotive equipment 12,000 00 
510. Electrical and mechanical machinery 
and equipment — 
520. Engineering and scientific equipment 250 00 
530. Firefighting equipment 350 00 
540. Household “furniture and equipment — 
560. Office furniture and equipment 1,000 00 
570. Public Works equipment . 117,000 00 
593. Library books 50 00 
594. Motorless vehicles 500 00 
599. Other equipment 250 00 
131,400 00 


$2,593,112 00 


1952 
Expenditure 
$100 00 
214 50 
1,933 03 
50 


57,694 41 
2,076 68 
1,517 60 


955 23 
94,984 68 


79 20 
106 62 


99,720 O1 


$2,554,995 29 


1953 
Department 
Estimate 


$100 00 
235 00 
2,726 00 


53,078 00 
15,600 00 


19,000 00 
500. 00 
350 00 
150 00 

3,870 00 
114,522 00 
80 00 
1,000 00 
250 00 


155,322 00 


$2,821,624 00 


COLLECTING DEPARTMENT — WATER DIVISION 


1952 
Appropriation 
PERSONAL SERVICES 
100. Permanent employees $162,740 88 
120. Overtime ; 6,000 00 
168,740 88 
CONTRACTUAL SERVICES 
240. Recording and judicial services 110 00 
270. Repairs and servicing of equipment . 2,625 00 
291. Advertising and posting 3,800 00 


294. Freight and express charges. 125 00 


297. Printing, binding and ruling 175 00 
6,825 00 

SUPPLIES AND MATERIALS 

360. Office supplies and materials 16,700 00 

393. General Pretne supple and ma- 

terials : : 355 00 

17,055 00 

CURRENT CHARGES AND OBLIGATIONS 

420. Dues and subscriptions —. : 97 00 

430. Bond and insurance premiums 1,475 00 

A470. Rents. : 906 25 
2,478 25 

EQUIPMENT 

593. Library books 186 00 


$195,285 13 


1952 
Expenditure 


$160,227 79 
6,386 86 


166,614 65 
61 50 
2.514 59 
3,800 00 
78 80 
175 00 
6,629 89 
16,715 74 
310 31 
17,026 05 
87 00 
1,251 33 
992 99 
2331 32 


180 00 


$192,781 91 


PENSIONS AND ANNUITIES (INCOME) 


1952 
Appropriation 


$70,000 00 
134 


1952 
Expenditure 


$81,608 37 


1953 
Department 
Estimate 


$151,627 12 
6,000 00 


157,627 12 
100 00 
2,645 00 
3,800 00 
125 00 
175 00 
6,845 00 
16,700 00 
265 00 
16,965 00 
100 00 
1,250 00 
906 25 
2,256 25 


219 00 


$183,912 37 


1953 
Department 
Estimate 


$95,000 00 


1953 
Allowed by 
Mayor 
$100 00 
235 00 
2,726 00 


53,078 00 
15,600 00 


1,000 00 
500 00 
350 00 
150 00 

3,870 00 
114,522 00 
80 00 
1,000 00 


137,072 00 


$2,631,714 00 


1953 
Allowed by 
Mayor 


$151,627 12 
6,000 00 


157,627 12 
100 00 
2,645 00 
3,800 00 
125 00 
175 00 
6,845 00 
16,700 00 


265 00° 


16,965 00 
100 00 
1,250 00 
906 25 
2,256 25 


219 00 


$183,912 37 


1953 
Allowed by 
Mayor 


$95,000 00 


PART IV 
PERSONNEL SCHEDULES 


CITY MAINTENANCE 
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PERSONNEL SCHEDULES 
CITY MAINTENANCE 


ART DEPARTMENT 


Title of Position 
Clerk (part time) 


ASSESSING DEPARTMENT 


Chairman 

Principal Assessor . 

Deputy Assessor 

Executive Secretary, Board of Assessors 
Senior Appraisal Engineer 

Head Administrative Clerk . 


Chief of Personal Property Tax Division 


Assistant Civil Engineer 
Chief of Tabulating Division 
Corporation Tax Examiner . 


Head Clerk 

Motor Excise Tax Supervisor 

Title Examiner ; 

Principal Clerk 

Principal Clerk and Stenographer 
Principal Clerk and Typist . 

Principal Statistical Machine Operator 
Social Worker , 
Veterans’ Services Investigator , 
Assessment Recorder : 


Assistant Assessor . 

Senior Engineering Aid (Draftsman) . 
Senior Clerk . 5 , : 
Senior Clerk and Typist 

Senior Clerk and Stenographer 
Senior Statistical Machine Operator . 
Office Appliance Maintenance Man 
Statistical Machine foie 

Clerk . : 

Clerk and Typist 

Clerk and Messenger 


AUDITING DEPARTMENT 


City Auditor . 

Deputy City Auditor 

Assistant City Auditor . 

Principal Accountant 

Senior Accountant 
Supervisor of Statistical Machines 
Accountant ; 
Principal Account Examiner 
Principal Clerk and ary 
Principal Clerk 


Principal Statistical Machine Sure 
Senior Clerk and Typist 

Senior Account Clerk : 
Senior Statistical Machine Operator : 
Senior Accounting Machine Operator 
Statistical Machine ae eal 

Clerk 
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Compensation Grade 


$86 00 M 


$201 15 Wk 
162 83 


30 
28 
28 
26 
25 
24 
23 
22 
22 
20 
17 
17 
17 
17 
17 
17 
17 
15 
15 
15 
13 
13 
13 
13 
12 

9 

8 

8 

8 


$226 07 Wk 
32 


Quota 


NO WWN Re ee ee 


BOSTON RETIREMENT BOARD 

Title of Position 
Executive Officer ' 
Assistant Executive Officer . 
Head Pension Examiner 
Head Clerk 
Principal Clerk and Stenographer 
Principal Account Clerk : 
Principal Clerk and Typist . 
Senior Pension Examiner 
Pension Examiner . 
Senior Account Clerk 
Senior Accounting Machine Operator. 
Clerk and Typist 


75 per cent charged to State-Boston Retirement System. 
25 per cent charged to Boston Retirement System. 
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Commissioner : ; 
Chief Traffic Engineer . , 
Executive Secretary, Traffic Commission . 
Senior Traffic Engineer 

Senior Electrical Engineer,’ Traffic Commission 
Director of Traffic Safety Education . 
Assistant Traffic Engineer 
Assistant Designing Engineer 

Parking Meter Supervisor 

Chief Traffic Investigator 


Traffic Signal Supervisor 

Traffic Sign Supervisor . 

Junior Civil Engineer ; 

Senior Parking Meter Collector . 

Senior Civil Engineering Draftsman . 

Traffic Signal Repair Foreman ~ 

Traffic Sign Maintenance Foreman 

Parking Meter Maintenance Foreman 

Senior Traffic Investigator . 

Senior Traffic Investigator (Metered Parking) | 


Traffic Signal Inspector 

Principal Clerk and Secretary 

Principal Clerk and Typist . 

Principal Account Clerk 

Hearings Stenographer . 

Building Maintenance Supervisor 

Working Foreman Motor Equipment Repairman 
Electrical Equipment Repairman : 
Sign Painter , : 

Parking Meter Repairman 


Traffic Signal Repairman 

Motor Equipment Repairman 
Working Foreman Traffic Sign Mainentance Man . 
Parking Meter Maintenance Man 

Parking Meter Clock pi spat 

Senior Clerk , 

Senior Account Clerk 
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BOSTON TRAFFIC COMMISSION 


Compensation Grade 


$181 99 Wk 


nilinat = " 


Quota Title of Position Compensation Gradé 
LesemionGlerk’and Stenographer . : .:  : « « sutihell we 13 
wemor Gierisiand Typist 55h ea us ss 13 
Pemeeepnone Operator §. .. . . : 4") 2. eee Geena 13 

19 Traffic Sign Maintenance Man . : me 3 ; 13 
13 Parking Meter Collector . aes ae 13 
7 Traffic Investigator LAX 10 ehh. “2 eee 13 
3 Motor Equipment Oper ator, rye ; bes ! 12 
2 Watchman. Riis MAT Webi y ss barrens REAM TS LP as 11 
3 Clerk and Stenographer ee ee ne ee Deka Ty OA 8 
Perini woitemene: 8 Be erin Cre etn 8 
Poor meMereeneer yo ON el) Weg PT, Pa 8 


BUDGET DEPARTMENT 


1 Commissioner : ; ; . $181 99 Wk 
1 Assistant Budget Commissioner . 30 
3 Budget Analyst. ; ! } ; UM | 23 
1 Head Clerk and Personnel Officer é i Ley R 22 
3 Principal Clerk and Stenographer —. : ; 17 
2 Principal Clerk and Typist . ’ 17 
1 Senior Clerk and Typist ; ) , } 13 
1 Clerk and Typist . ; ; va? 8 
13 
BUILDING DEPARTMENT 
1 Building Commissioner : ) ' : . $916 67 M 
1 Deputy Building Commissioner . ; ; ; , 29 
1 Technical Assistant ; ; : ; : : 28 
1 Head Administrative Clerk . , ; : ! 26 
1 Zoning Administrator . ; d , ‘ : 26 
4 Chief Building Inspector . ; : Jae 24 
1 Chief Egress Inspector . ; ; ; | AA, 24 
Ger emerievator inspector '. = kk a ee 24 
Berrie: Gaanitimminspecwores- 6. et ee 24 
1 Chief Plumbing Inspector. » FUG FARES 2g 24 
SSeS UUC IOP LISICCUOT Ba fk. bn aS) spp) ate. ee ee 24 
5 Building Plan Examiner : : , , : : ‘ 24 
2 Senior Egress Inspector ! oy aililey ae a ata eed 20 
1 Legal Assistant . ; : ; : , : . ; 20 
17 Building Inspector Mee os, ce) ae eet (oe 19 
9 Plumbing Inspector. ; : : . ; 18 
7 Gasfitting Inspector. ' ey ares lane 18 
4 Sprinkler Inspector , ee ea, 18 
5 Elevator Inspector his ie fo Ky RU TS... SS 18 
17 Egress Inspector. : ; ; , ; : : ; ; : a7 
al cgi oe a are Laer h res 20 
1 Senior Cashier ada vag Ra eR LER R T Ay S Rel 19 
3 Principal Clerk ; j ‘ : : P : : : : Li 
1 Senior Clerk and Stenogr apher SOL Tee se ee Al 13 
Sremtnmrtamcand Ivpist., a} 0. is he GN, he a 13 
1 Motor Equipment Operator : ; { ; : ay : 12 
9 Clerk and Typist eer. al ALS) > de aie GL Une 8 
1 Constable AD ei ee | ch Re cn Hae TRRL CPG MA ne fhe MR neh ane $54 86 Wk 
101 
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Quota 
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BOARD OF APPEAL 


Title of Position 

Member . 

Principal Clerk and Stenographer 

Senior Clerk and Stenographer 

BOARD OF EXAMINERS 

Chairman 

Member . 

Principal Clerk and Stenographer 


CITY CLERK DEPARTMENT 


City Clerk ’ 

Assistant City Clerk. 

Head Administrative Clerk . 
Head Clerk .. 

Principal Clerk and Stenographer 
Principal Clerk and Typist . 
Principal Clerk 

Senior Clerk and Stenographer 
Senior Clerk and Typist 

Clerk and Typist . 

Clerk Sa Wainilhaviea 


CITY COUNCIL 


City Councillor 

City Messenger 

Clerk of Committees 

Assistant Clerk of Committees 
First Assistant City Messenger . 
Document Man . 

Second Assistant City Messenger 
Secretary ; 
Stenographer-Clerk 

Assistant Document Man 
Policeman A 


* Not included in quota. 


CITY PLANNING BOARD 


Director of Planning 

Principal Planner . 

Senior Planner 

Planning Illustrator 

Junior Planner , 
Senior Civil Engineering Draftsman . 
Head Clerk : : 
Hearings Stenographer . 

Planning Assistant 

Senior Engineering Aid 

Senior Librarian Assistant 

Clerk and Stenographer 
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Compensation Grade 
$25 00 D 
17 
13 


$15 00 D 
15 00 D 
17 


$172 41 Wk 
30 


26 
18 
L7 
17 
Ne 
13 
13 

8 

8 


$208 33 SM 
135 25 Wk 
135 25 

104 60 

93 10 

83 25 

73 95 

73 95 

68 20 

68 20 

16 67 M 


BOARD OF ZONING ADJUSTMENT 


Quota Title of Position Compensation Grade 
1 Director of Plannin $150 00* 
1 Head Clerk . . 90 00* 
1 Hearings Stenographer : : : 25 00* 
* Payable quarterly. 
COLLECTING DEPARTMENT 

1 City Collector ee $201 15 Wk 
1 Assistant City Collector 30 
1 Principal Accountant 26 
1 Chief Deputy Collector 26 
1 Deputy Collector and Cashier 26 
1 Head Administrative Clerk . 26 
1 Senior Accountant . ; 23 
1 Head Teller 22 
ect WTF A) ge 22 
1 Assistant Chief Deputy Collector 22 
2 Accountant 20 
1 Teller . : 20 
1 Tax Title Supervisor 20 

11 Deputy Collector . 20 
1 Abatement Supervisor. . ... 19 
1 Principal Statistical Machine Operator 17 
1 Senior Clerk and Typist , 13 
2 Senior Statistical Machine Operator . 13 
4 Clerk ; : : ; 8 

34 

ELECTION DEPARTMENT 

1 Chairman $162 83 Wk 
Peeennsionene PP ok. 143 67 
1 Executive Secretary, Election Department 26 
1 Head Assistant Registrar of Voters 23 
1 Head Clerk . ; ; : : 22 
1 Chief Voting Machine Custodian 22 
2 Principal Assistant Registrar of Voters 21 
3 Voting Machine Custodian . AF wii ’ 19 
8 Senior Assistant Registrar of Voters. .  .. 19 
1 Assistant Registrar of Voters and Jury Investigator 18 

29 Assistant Registrar of Voters 18 
1 Principal Clerk and Stenographer 17 
1 Electrician... 16 
1 Carpenter 15 

54 

FINANCE COMMISSION 

1 Chairman $5,000 00 A 
1 Secretary ' ’ j 9,100 00 A 
1 Investigator-Inspector . 6,100 00 A 
1 Examiner-Investigator . 5,900 00 A 
1 Shorthand Reporter 4,700 00 A 
1 Principal Clerk 4,900 00 A 
1 Clerk : 4,900 00 A 
1 Clerk oe 3,600 00 A 
1 Clerk-Stenographer 3,600 00 A 
9 


A — Annually. 
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Quota 
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FIRE DEPARTMENT 
Headquarters Division (Civilian Force) 
Title of Position 
Commissioner 
Medical Examiner . ; 
Iixecutive Secretary, Fire Department 
Head Clerk . ' 
Principal Account Clerk 
Principal Clerk and Stenographer 
Senior Account Clerk  . 
Senior Clerk and Stenogr apher 
Senior Clerk and Typist 
Senior Clerk . 
Telephone Operator and Clerk 
Telephone Operator 


Clerk and Stenographer 
Clerk and Typist 

Clerk : 
Custodial Worker . 
Chaplain . : 


Fire Prevention Division (Civilian Force) 


Analytical Chemist 

Interior Electrical Inspector 
Principal Clerk 

Principal Clerk and Stenogr apher 
Senior Clerk and Typist 

Clerk and Typist 

Clerk and Stenographer 


Maintenance Division (Civilian Force) 


General Foreman of Fire Department Maintenance 
General Foreman of Auto Mechanics 

Principal Storekeeper 

Painter Foreman 

Carpenter Foreman 

Second Class Stationary Engineer 

Building Maintenance Supervisor 

Senior Storekeeper 

Working Foreman, Leather and Canvas Worker 
Working Foreman, Machinist 


Working Foreman, Fire Apparatus heparan 
Working Foreman, Blacksmith ; ‘ 
Working Foreman, Sign Painter . 

Fire Appliance Tester 

Working Foreman, Painter . 

Welder : 

Carpenter 

Carpenter and L addermaker 

Spray Painter 

Sign Painter 


Fire Apparatus Repairman . 
Motor Equipment Repairman 
Machinist : * A 
Steam Fireman 

Leather and Canvas Worker 
Plumber . 

Steamfitter 

Mason . 

Blacksmith 

Heavy Motor Equipment Operator 
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Compensation Grade 
$229 88 Wk 
129 65 


oa 


Quota 


—_ 
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Ce ell ell eel 


Title of Position 
Painter 
Batteryman 
Storekeeper 
Garage Attendant . 
Junior Building Custodian 
Watchman 
Head Clerk 
Senior Clerk and Stenogr apher 
Senior Account Clerk 
Clerk and Typist 
Clerk and Sa a 
Clerk 


Fire Alarm Division (Civilian Force) 


Superintendent of Fire Alarm Division 

Assistant Superintendent of Fire Alarm Construction 
Assistant Superintendent of Fire Alarm Operations 
General Foreman of Fire Alarm Construction . 
Radio Supervisor ; 

Foreman of Inside Wiremen 

Principal Fire Alarm Operator 

Foreman of Linemen-Cable Splicer 

Senior Fire Alarm Operator 

Fire Alarm Operator 


Fire Alarm Operator 

Radio Repairman . 

Working Foreman Machinist 
Working Foreman Lineman and Cable Splicer 
Inside Wireman ; 
Machinist 

Cable Splicer . 

Lineman . 

Electrical Equipment Repair man 

Motor Equipment Operator 


Senior Electrical Engineering Draftsman . 
Senior Storekeeper as AF A, 
Fire Apparatus Repairman . 

Fire Alarm Batteryman 

Senior Clerk and Stenographer 

Junior Building Custodian 

Gardening Laborer 

Clerk and Typist 

Clerk and Stenographer 


Civilian Defense (Civilian Force) 
Principal Clerk and Stenographer 


Headquarters Division (Uniform Force) 


Chief of Department. 

Deputy Chief (Medal) Supervisor of Drills 

Deputy Chief . 

District Chief . 

Captain Drill Master. 

Lieutenant (Medal) Instructor Firefighting School . 
Captain . 
Lieutenant (Medal) Aide to Commissioner 

Fire Fighter-Building Custodian 

Fire Fighter-Aide to Chief of Department. 
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Compensation Grade 


$120 69 Wk 
114 94 
114 94 
103 07 
103 07 
95 40 
95 40 
95 40 
85 06 
72 80 


67 O5 
68 97 
85 06 
85 06 
85 05 
72 80 
72 80 
72 80 
72 80 
72 80 


17 


$179 89 Wk 
121 17 
120 69 
114 94 
103 07 
96 84 
95 40 
85 06 
81 60 
80 46 


FIRE DEPARTMENT—Continued 


Quota Title of Position Compensation Grade 
3 Fire Fighter-Aide to Commissioner . . . . . .°. ~.. $76 63 Wk 
1 Fire Fighter-Aide to Deputy Chief .. ' : ys Me 76 63 
1 Fire Fighter-Aide to Supervisor of Drills . ey ; en : 76 63 
1 Fire Fighter-Aide to Chaplain. elo e ats, DAREERRER A TOT! s, 76 63 
1 Fire Fighter-Aide to Medical Examiner. ' 76 63 
1 Fire Fighter-Special Duty. , : 2 : 76 63 
1 Apparatus Operator . : : : ; : : . : : 74 71 
1 Fire Fighter. ; , ‘ ; : ; ; ¢ : : : : 74 71 

10 Fire Fighter . ‘ p { ; : ; , : } 72 80 
Fire Prevention Division (Uniform Force) 
1 Deputy Chief. . ee Poo) te ee are) toes SIZOT GG 
1 Captain-Assistant to Deputy Chief. ; ; 105 46 
1 Lieutenant Chief Inspector . : : 96 36 
2 Captain . Ala ; ; ity 95 40 
9 Lieutenant. ’ ; : 85 06 
2 Fire Fighter-Special Duty } ; : é ‘ 78 54 
3 Fire Fighter-Aide to Deputy Chief. : ; : 76 63 
1 Fire Fighter . ; ‘ : : ' : : : , : : 74 71 
1 Apparatus Operator. o lei iiemb , 74 71 
1 Fire Fighter (Medal) Arson Inspector : s sotevakt : 73 28 
6 Fire Fighter-Arson Inspector . : : Sth 5s 72 80 
1 Fire Fighter-Photographer .. ; beet ; ; 72 80 
1 Fire Fighter-Oilburner ues is. (Ul ete ietal sae 72 80 
19 Fire Fighter . ; , ‘ , : : ; ; 72 80 
Civilian Defense (Uniform Force) 
1 Deputy Chief . : ‘aad: : : Salee . $120 69 
1 Lieutenant. ; : ; : ; : ; : : 85 06 
1 Aide to Deputy Chiefid Nhechandte te tte) on nie. ee 76 63 
4 Fire Fighter . ras ode | : ; ; sip vi 72 80 
Maintenance Division (Uniform Force) 
1° District Ciief (Superintendent) . >. 1.5. Wie stood 
1 Motor Apparatus Engineer . ; : : : ; : x 114 94 
2 Assistant Engineer Motor Apparatus: : : ‘ 5 } ; ; 95 40 
4 Engineer in Charge : ; ; : ; : : ; 80 46 
1 Engineer in Charge Cardox Equipment ; : 80 46 
1 Assistant Cardox Engineer . Ape Os a ; : 76 63 
15 Engineer, Motor Squad ' SOR RIT aMiek toa SERA IRC, oh 76 63 
2 Fire Fighter-Aide to Superintendent. . ' ’ 76 63 
1 Fire Fighter-Special uty BO tA essa Ue ri ee bey OPM ea cs Vc Cee mee 76 63 
4 Fire Fighter. ; 4 ; ‘ ; ¢ : : ; 7 ; 72 80 
1 Fire Fighter. . : : ! ; ; ‘ : 67 05 
Marine Division (Uniform Force) 
1 Lieutenant-Supervisor of Fireboats. .. f ; are beaatt Yb bd 94 
3 Captain... wey og. ERE Vel soit ieee eas Sea 95 40 
2 Lieutenant Master : ; : ; ; ; ‘ : : f 94 64 
5 Lieutenant. ; ; Tere Bae: ; 85 06 
1 Chief Marine Engineer | re Tere a! reer yf ye 82 38 
10 Master... 4 ; dD ‘tiet-wietosed dideate Va 82 38 
8 First Engineer ; ’ p ; : ; ; , ; 2 4 80 46 
4 First Engineer (Diesel) 1. e . Metaebnal ened’) ab est se ait 78 54 
12 Second Engineer . , ‘ 2 ; ; ; ’ ‘ ° , 76 63 
29 ‘sire Highter »).:, ai 0h Geen ves dae bas Vee od ee 67 05-72 80 
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Quota 
1 


1 
1 
] 


bo 


| 


eo 
10) 


Fire Alarm Division (Uniform Force) 
Title of Position 
Deputy Chief . , 
Fire Fighter-Aide to Deputy Chief 
Fire Fighter-Aide to sensi ot 
Fire Fighter 


High Pressure Division (Uniform Force) 


Engineer in Charge 
Assistant Engineer in Charge 
Engineer . : : 
Fire Fighter 


Fire Fighting Division (Uniform Force) 


Deputy Chief . 

Temporary Deputy Chief 
District Chief hee mi: 

District Chief 

Captain (Medal) 

Captain . 

eta: (Medal) 

Lieutenant 

Lieutenant (Military Substitute) 
Fire Fighter-Aide (Medal) 

Fire Fighter-Aide to Hee Chief 
Apparatus Operator 

Fire Fighter (Medal) 

Fire Fighter 


Compensation Grade 
$120 69 Wk 
76 63 


$120 69 
120 69 
Lib: 42 
114 94 
95 88 
95 40 
85 54 
85 06 
85 06 
(ioe til 
76 63 
14:71 
73 28 

67 05-72 80 


FIRE DEPARTMENT—ELECTRICAL INSPECTION DIVISION 


Superintendent of Electrical Inspection 
Chief Interior Electrical Inspector 
Chief Exterior Electrical epeanpe 
Head Clerk 

Permit Supervisor . 

Interior Electrical Inspector 

Exterior Electrical Inspector 
Principal and Clerk and Stenographer 
Cashier A ; 
Senior Clerk . ; 

Senior Clerk and Stenogr apher 

Senior Clerk and Typist 

Motor Equipment Operator 

Clerk and Typist 

Clerk and Stenographer 


HEALTH DEPARTMENT 


Commissioner 

Director, Section of Medical Services 
Director, Section of Local Health Services 
Director, Section of General Services 
Head Administrative Clerk . 

Chief of Division of Vital Statistics 

Head Clerk 

Senior Cashier ; 

Principal Clerk and Stenographer 
Principal Clerk and Typist . 


19 


$201 15 Wk 
38 
38 
30 
26 
24 
20 
19 
17 
17 


HEALTH DEPARTMENT—Continued 


Quota Title of Position Compensation Grade 
8 Senior Clerk and Stenographer . or POTENT Ar, Fr aaih 13 
8 Senior Clerk and Typist s ’ j F ‘ : ; f ' 13 
1 Senior Account Clerk . : : \ ; i : ; 13 
1 Senior Clerk .. ; ’ : Be ty Aes , IK 13 
4 Clerk : , ; : 8 
13. Clerk and Stenographer ' AeA 4 8 
5 Clerk and Typist . : VE hae 8 
2 Telephone Operator. , ; , : ae 13 
1 Principal Bacteriologist . . ‘ . 24 
1 Public Health Chemist and Milk Inspector BU D5. | ne tas ts lamas 23 
1 Public Health Chemist and See Tigo rats a8 el ts 23 
1 Senior Bacteriologist . ; ; : 18 
3 Junior Bacteriologist . ; ‘ } ; ; ; ‘ 16 
1 Assistant Public Health Chemist ; ; 16 
5 Laboratory Assistant ' ; : ‘ 9 
1 Cleaner . . $10 00 Wk 
1 Chief Housing and Sanitation Inspector : , 24 
1 Chief of Food Division ‘ : ; 24 
1 Principal Housing and Sanitation Inspector WP aay 3 RE 20 
1 Legal Assistant. : ' ; 20 
1 Chief Food Inspector. q ; , ; : : : : ; 20 
1 Superintendent of Pedlers .. I a NE a 7 N's Nae Wy tognes 19 
5 Senior Housing and Sanitation Inspector A eee ee ae Ce ieee Sar 19 
1 Supervising Animal Inspector. ; : 19 
16 Environmental Sanitation Inspector (Food) ce el 17 
47 Environmental Sanitation Inspector (Housing and Sanitation) : : Li 
4 Animal Inspector . . : : ; ‘ ; : ; : 1 WF 
2 Assistant Milk Inspector 4 : ; : : 17 
3 Rat Catcher . ; : : ; ; : : , : : ‘ 15 
5 Constable : ‘ : : : ‘ P ’ : ; $54 86 Wk 
| 
1 Building Maintenance Supervisor : ; : ‘ : 17 
28 Junior Building Custodian . : : : : . : : : 12 
1 Dental Equipment Repairman .. Rar rpsage ins TZ 
Lip dyiatron (Health) occ ln fie vecuun ae |. bee lo) 0) umn oe mr 8 
1 Senior Collector of Samples eda, “1 ich rape ee es 17 
4 Collector of Milk Samples. . : ‘ ; 16 
1 Director of Dental Services . j ; ; 32 
1 Dental Supervisor . d : 4 : : : s : : : 26 
21 Public Health Dentist . : : : : ‘ 22 
2 Public Health Dentist (part time) sen +? $50 00 Wk 
8 Dental Hygienist . ; ; 4 ; ‘ : ; ; ; ‘ ‘ 14 
3 Dental Assistant . : ‘ ; 8 
1 Director of Public Health Education ; ’ . 24 
4 Public Health Educator ‘ : ; : : 19 
1 Motion Picture Operator. . : ‘ : ; : 17 
1 Director of Public Health Nurses ; : 24 
16 Supervising Public Health Nurse ; : 18 
1 Public Health Nutritionist ; 18 
91 Public Health Nurse. : 5 : : 16 
1 Senior Public Health Physician (Tuberculosis) ; ; 4 32 
1 Senior Public Health Physician (Communicable Diseases) . . . 32 
10 Public Health Physician : ; : i J ; Li Healaows 26 | 
1 Public Health Investigator. . : so 75h 17 
1 Senior Settlement Investigator’. ©. -'. 7° )), oii taineae 16 
1 Senior X-ray Technician . ; : é ‘ . ; f j ; 14 
1 X-ray Technician wf! Dice, ee ae . Wher Pil etn 9 | 


146 


Quota Title of Position Compensation Grade 


i) Senior, Physician (Roentgenology):.y:.)iai) Sho.dnetl eon $91 30 Wk 
1 Physician (Tuberculosis) (part time) oa es eo ia 65 00 
1 Physician (Ophthalmologist) (part time). . : : ; ; : 65 00 
Bepeue Mean enysician (part time). 9°. 2 | | «du do satan eae 65 00 
1 Garage Foreman . 16 
1 Working-Foreman, Motor Equipment Operator and Ambulance Driver 15 
1 Ambulance Driver : : : ; ; ; : 14 
3 Motor Equipment Operator AEE MEMS ORT LL, UN Cena 12 
374 
HOSPITAL DEPARTMENT 
Professional Service 
1 Superintendent and Medical Director : { } ’ . $855 34 M 
1 Associate Superintendent and Associate Director . : felts: 249 32 Wk 
Peeecmient ouperinvendent: 2 (jy ky May oe VaR YORE FR 139 23 
1 Director of Anesthesiology ; : ; . 1,458 33 M 
1 Associate Director of Anesthesia. . 1,250 00 M 
BeBeeEAitaaticatnieuist 5 ke te ta de eR GOO GOO FM 
1 Pathologist . ie op ; ; mei a ita . 1,250 00 M 
1 Assistant Pathologist i i OM rrarE DAN Sr eek aye Bs 
RAEEIROCeOANOIOpIsL . wk ck| ORR SOUR 833 33 M 
1 Physician-in-Chief . , Riad, Dis ome: , 497 00 M 
17 Chief Resident SN ae ; ; 202 00 M 
46 Physician : ; : ; i ; . 125 00-647 00 M 
245 Interne. ; ; : : : : ' . , 3 . 92 00-162 00 M 
esteem es UU kU UT Ok 2 Re 205 33 M 
Ambulance Service 
2 Ambulance Foreman . Nes? ro ; Mawes ey’ 18 
1 Assistant Ambulance Foreman . Prag : ; , , 16 
1 Ambulance Driver Repairman . ie: meray 14 
27 Ambulance Driver. . ; : ’ aria: 14 
23 Ambulance and Medical Aid Mani (hia & 7 : ' dndlvts 11 
Pharmacy Service 
1 Chief Pharmacist . ; : \ o: ; : ; Ae apial 22 
6 Pharmacist : 18 


Diet and Kitchen Service 


RAR sald SUE jou he rr ery be ee i) | 25 
10 Dietitian . , : ' : t ; , , : : : ? : 20 
jae Ye g Net, 0 fen Seen ie eae 27 

1 Chef, South Department et rer ee ae hho. Re ey 21 

5 Assistant Chef ; ; ; ater Ae ae pe 20 
12 Principal Hospital Kitchen Worker. . aay eee lc ny 15 
45 Senior Hospital Kitchen Worker ; : ; ; : : ; ; 12 
Pie LOspital WittnenaWorker. 2 6s a PR a ae ees 8 


Laundry Service 


1 Laundry Supervisor. stp a.) ee Roe vite tere, 3 23 
1 Assistant Laundry Supervisor , i : . ; . , F ‘ 19 
1 Head Laundress_ . ~ QS eee ey ee 16 
4 Principal Hospital Laundry Worker... °c, Wigs a eas 15 
3 Senior Hospital Laundry Worker oa. AN Ua eas 12 
De eroerital Laundry Worker’. 7. 4. ow RDO ii 8 
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HOSPITAL DEPARTMENT—Continued 


Plant and Maintenance Service 
Title of Position 
Plant Superintendent 
Chief Power Plant Engineer 
Chief Electrician 
First Assistant Chief Pow er Plant Engineer 
First Class Stationary Engineer . 
Second Class Stationary Engineer 
Third Class Stationary Engineer 
Working Foreman Plumber and Steamfitter 
Working Foreman Painter 
Electrician 


First Class Steam Fireman . 
Boiler Maintenance Man 
Carpenter 

Gasfitter . 

Steamfitter 

Plumber : 

General Mechanic . 

Repairman 

Machinist 

Electrical Refriger ator Repair man 


Elevator Repairman 
Painter 

Electrician’s Helper 
Steamfitter’s Helper 
Plumber’s Helper . ; 
Principal Hospital Guard 
Senior Hospital Guard . 
Hospital Guard 
Watchman 

Principal Elevator Operator 
Senior Elevator Operator 
Elevator Operator . 

Chief Telephone Operator 
Telephone Operator 


Social Service 


Medical Social Work Director 

Principal Medical Social Work Supery visor 
Neuropsychiatric Social Work Supervisor 
Medical Social Work Supervisor 

Medical Social Worker . } 

Social Worker 


Technical Service 
Principal Bacteriologist 
Senior Bacteriologist 
Junior Bacteriologist 
Head X-Ray Technician 
Senior X-Ray Technician 
X-Ray and Radium a 
X-Ray Technician 


Laboratory Service 


Research Laboratory Technician 
Electroencephalographic Technician . 
Laboratory Technician . 

Laboratory Assistant 

Laboratory Assistant (part time) 
Blectrocardiograph Technician 
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Compensation Grade 
33 
26 
pp 
20 
19 
18 
16 
16 
15 
16 


a 


Quota Title of Position Compensation Grade 


1 Nurse Technician . , ; : . ‘ : ‘ j 15 
1 Inhalation Equipment Technician Me oir sy) 1 ae 14 
2 X-Ray Dental Technician . ; ‘ ; ; : , ; : ; 14 
1 Head Dental Hygienist ; : : : , , : ; . 14 
1 Dental Hygienist . ; ; ; ‘ ’ : 3 : : ; 14 
1 Senior Physical T herapist ) ‘ , ; ; : : , : 14 
8 Physical Therapist BA TOPE oy 6S Apa 12 
2 Laboratory Helper j ; : ; : , é : : 8 
1 Orthoptic Technician (part time) > a GL beiahtoge uated POS ok, ft 5 
Housekeeping Service 
1 Head Hospital House Worker. : ; ; ; : f 20 
5 Principal Hospital House Worker — . UW; oad: i 15 
39 Senior Hospital House Worker .  . re ied 12 
347 Hospital House Worker ; : 4 ; P ; ; ’ : , 8 
Clerical Service 
1 Executive Secretary. re Oh: hee ; eee 26 
1 Head Clerk and Personnel Director. ; : : : ; 26 
1 Medical Record Librarian . ; ; . 24 
1 Assistant Medical Record Librarian . ; ; : 22 
1 Secretary to Department Head . : : : : 2 , : 20 
1 Head Cashier . : : : : ; : 18 
2 Medical Librarian . : ‘ ‘ ; ’ aan : 18 
1 Senior Accountant : ; : ; ; : F , . F 23 
3 Accountant. ) , : : ‘ : : : ; : : 20 
14 Head Clerk . F : : : ; F ; i ; . ; 18 
26 Principal Clerk . de tat siied 186 17 
4 Principal Clerk and Stenographer ree Ler yy aires. Se 17 
9 Principal Medical Stenographer . hs bi iach fs bday 17 
3 Senior Accounting Machine Operator ‘ , . ‘ : : 13 
19 Senior Clerk and Typist é : : ; : : : 2 : 13 
8 Senior Clerk . : ; : ; ; ‘ ‘ : 13 
13 Senior Clerk and Stenographer ; CaaS, ee ve 13 
98 Clerk and Typist . . : . : : Be ‘ ‘ , 8 
Seeeectiary Supervisor <2 a oe ee 22 
1 Principal Storekeeper. ; ; , . ; ; : ‘ ‘ : 20 
Do DIOP PUpervIEOn Mike vageh ei Rye! ih ¢ eae Te A A Le 17 
4 Supervisor ; ey eee) rarer sc ey 13 
1 Executive Supervisor Sic ’ EEE he. ORS 12 
15 Clerk (part time) . ne ge eat > een an ee ere 5 
24 Clerk (Center Orderly) } ‘ ‘ : : / 2 , : ; 5 
eemite trie Vonmen tea BT Og oe ney $7 15 D 
9 Clerk and Typist : , 2 ‘ : j : , P 5 00 D 
School of Nursing 
1 Director, School of Nursing and Nursing Service. ; P P ; 33 
1 First Assistant Director, School of Nursing . : F , : , 27 
1 Assistant Nursing Director ; , , j , ; F 26 
1 Nursing Director, Out Patient Department , : : F : : 24 
1 Assistant Nursing Director . ; ’ ; ; ; : ‘ 24 
1 Chief Nurse and Anesthetist : : , : ; : : : ; 22 
2 Assistant Nursing Director . ; ; ; ; : : : : : 22 
1 Nursing Service Assistant. , ; : , : Oats At Re 22 
1 Senior Nursing Instructor. 4 ; : : : F : ; ¢ 22 
1 Clinical Nursing Co-ordinator. ‘ : ‘ : : j : , 24 
ay foupervisme Nursing Administrator . 4... Wk HONE aha Th, 20 
3 Supervising Nurse... gO see) ROARED BEA Pha ta Sah bs ONG 20 
7 Supervising Nursing Instr uctor . 2 eter NAS ; A oTLTEs 20 
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HOSPITAL DEPARTMENT—Continued 


Title of Position 
Nursing Instructor 
Nursing School Assistant 


Senior Assistant Nursing Instructor. . 


Assistant Nursing Instructor 

Nurse Anesthetist . 

Head Nurse, Students’ Health Office 
Head Nurse, Student Equipment 


House Mother (Nurse) . 
Physical Instructor 
Head Nurse . 

Floor Nurse (T. B. ) 
Floor Nurse ‘ 
Male Nurse : 
Public Health Nurse 
Floor Nurse (part time) 
Undergraduate Nurse 


Hospital Medical Worker 


Principal Hospital Medical Worker 
Senior Hospital Medical Worker 
Hospital Medical Worker 


Compensation Grade 


HOSPITAL DEPARTMENT — SANATORIUM DIVISION 


Professional Service 


Assistant Superintendent 


Chief Resident Physician and Executive Assistant . 


Senior Staff Physician . 
Junior Staff Physician . 
Resident Physician 
Chief of Staff . 

Assistant Chief of Staff 
First Assistant Physician 
Visiting Physician . 
Resident Surgeon . 


Visiting Ophthalmologist 
Visiting Dental Sureron 
Chaplain . 

Resident Physician. 
Laryngologist . 
Roentgenologist 

Visiting Surgeon 
Chaplain . 

Chaplain . 


Pharmacy Service 


Head Pharmacist . 
Pharmacist 


Dietary and Kitchen Service 


Head Dietitian 

Chef . ‘ 

Dietitian . 

Principal Hospital Kitchen Worker 
Senior Hospital Kitchen Worker 
Hospital Kitchen Worker 


$305 33 M 

272 00 M 

62 53 Wk 

272 00 M 
v 


$247 00 M 
247 00 M 
47 19 Wk 
202 00 M 
45 27 Wk 
197 00 M 
197 00 M 
35 11 Wk 
33 19 


Laundry Service 


Quota Title of Position Compensation Grade 
1 Laundry Supervisor. MS PAs o's) peta 18 
5 Senior Hospital Laundry Worker : RY ye: 12 
Li ertospitel Laundry Worker (2) 0/00.) <claeatusta lm o.th be nceubad 8 


Plant and Maintenance Service 


1 Assistant Plant Superintendent . P ; , ; | 26 
1 Chief Power Plant Engineer : : ) 20 
2 Second Class Stationary Engineer. ; : 18 
4 ‘Third Class Bese ms eh , 16 
1 Electrician , , : 16 
5 Steam Fireman . } : \ : 15 
2 Carpenter : : ; ; : : , 15 
1 Plumber . é : : ; ; : ; : ; 15 
1 Steamfitter’ . ; , 15 
2 Chauffeur-Ambulance Driver _. ; : F : ; 14 
2 Painter . ; , : : : : , i ; 14 
4 Watchman . ; Ties : ¢ { y : 11 
5 Elevator Operator . : i : : : ; ' ; ‘ , 8 
Social Service 
1 Medical Social Work Supervisor ; , } é : é 19 
2 Medical Social Worker . , ; : : 17 
Technical Service 
1 Principal X-Ray Technician : ; ‘ 16 
1 Head Occupational Therapist . ; : 16 
4 Laboratory Technician . : , , ; : ; , 14 
1 Senior X-Ray Technician. 4 : 14 
1 Dental Hygienist . ; ; ; bie 14 
2 Occupational Therapist pa ; 12 
Clerical Service 
metic Acounincrative Clerk .  . YAR ee ee oe ; 26 
3 Principal Clerk and Stenographer . ! ; : 17 
2 Senior Clerk and a sid : , : 13 
4 Senior Clerk . : ; ; 13 
1 Clerk and Stenographer ' ’ ; 8 
8 Clerk and Typist .. ; arte : 8 
5 Clerk 8 
2 Clerk and Typist (part time) : ; : 5 
5 Telephone Operator . ’ 13 
1 Principal Storekeeper .. ; , , ha é 20 
Nursing Service 
1 Superintendent of Nurses. , ; 28 
1 Assistant Superintendent of Nurses and Instructor : ; é 22 
2 Assistant Superintendent of Nurses. ; 22 
Teh Siperviant Ol NUTHEREA eae ek ya ew. Cow 22 
1. Supervisor of Operating Room . . . ...... .. «Ak 21 
17 Head Nurse . ; ; ; : , 19 
40 Graduate Registered Nurse . : hae y , : 17 
7 Graduate Non-Registered Nurse : ; } : 14 
16 Licensed Attendant Nurtse yo. aa) on FR «s es ts cad oa? 14 
4 Attendant Nurse . . : : : : : 13 
17 Graduate Registered Nurse (part time) . : ; . : ; $1 56 Hr 
35 Patient Male Nurse. Shoe va.e Ucteyo ak cee 1 00 
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HOSPITAL DEPARTMENT — SANATORIUM DIVISION—Continued 
Housekeeping Service 


Title of Position Compensation Grade 
Head Housekeeper X Z : . : : ; : 18 
Principal Hospital House Worker. : ; : : 15 
Senior Hospital House Worker. , ; : A ; : 12 
Hospital House Worker . : P ' : . . ; : 8 

Medical Workers 
Senior Hospital Medical Worker , ; 12 
Hospital Medical Worker. , : ! 8 
Miscellaneous 
Organist . are ke aw isi ore , I © $15 38 Wk 
Organist : : : : t : ; / : ; 11.51 
Patient Choreman . : : ; : : 1 00 Hr 
INSTITUTIONS DEPARTMENT, CENTRAL OFFICE 
Commissioner : , Jae ; . $181 99 Wk 
Head Administrative Clerk . Be AL cree ; 26 
Head Clerk . { : j F : ; 18 
Child Guidance Social Worker. : ; : ; 17 
Social Work Supervisor ; ; 19 
Social Worker ; L } : : 17 
Principal Clerk and Stenographer PL Ee tie ah dele 8 a ey eae 17 
Principal Account Clerk . ' : 17 
Senior Clerk and Stenographer . ; 13 
Senior Clerk and Typist : 13 
Transportation Attendant: joe. «\ a, } Te IP ee 12 
Clerk and Stenographer oa eta ed Re Bs 8 
Clerk and Messenger. : : } ; F : : 8 
INSTITUTIONS DEPARTMENT, CHILD WELFARE DIVISION 
Deputy Commissioner . E ’ ; ‘ : $91 30 Wk 
Principal Child Guidance Social Work Supervisor vg WReCe A bak HAL SEe 6 21 
Child Guidance Social Work Supervisor. ; : ¢ , 19 
Child Guidance Social Worker. yh Gogh aie: : 17 
Child Guidance Social Worker and Nurse. a ae: ; 17 
Child Welfare Nurse... Canker te. i: 2 ce 15 
Senior Storekeeper ' a a } 17 
Principal Clerk and Stenographer Oh SRP ike ate hg Sa wi 
Storekeeper. ; ' ' ; 13 
Senior Account Clerk. ; ' ; ‘ ’ 13 
Senior Cletiuand Stenographer 71) "ts 86, oa) 4, 13 
Transportation Attendant . , ; ’ ; ; 12 
Clerk and Stenographer p el 8 
INSTITUTIONS DEPARTMENT, LONG ISLAND HOSPITAL 
Professional Services 
Medical Director . : ‘ 4 ‘ : : : arg 38 
Pathologist. reer ear ne eee ee $81 71 Wk 
Resident Physician ; : ; ; 91 21 
Assistant Resident Physieian ; edt 3 81 70 
Resident RIT : eae, bia my, ier ee ae 58 00 
Chaplain . ; ‘ ; : : ; . ‘ ; , : q 33 77 
Chaplain . ' : , ; } ; ; ‘ ; : : ‘ p 21 00 V 
Radiologist . : ; : , : ° , : , , : ; 25 00 D 
Refractionist . , : ; ; ga es a ae : : 25 00 D 


152 


Quota 


ae he 


SOO OO 


DoDD Re RR lO CO He Re OO 


—_ 


RRM ENE REE BIODD 


Title of Position 
Physician Consulting Layne a , 
Supervising Podiatrist 
Podiatrist 
Dentist 


Pharmacy Service 


Pharmacist , 
Pharmacy Helper . 


Diet and Kitchen Service 


Steward . 
Soe Hospital Kitchen Worker, Baker 
ef 
Principal Hospital Kitchen Wor ker, Meateutter 
Assistant Chef 
Head Dietitian 
Senior Hospital Kitchen Worker 
Hospital Kitchen Worker 


Laundry Service 


Laundry Manager . 

Head Laundress_ . 

Senior Hospital Laundry Worker 
Hospital Laundry Worker 


Plant and Maintenance Service 


Plant Superintendent . 
Assistant Plant Superintendent 
Electrician Foreman. 

Chief Power Plant Engineer 
Working Foreman, Carpenter 
Second Class Stationary Engineer 
Plumber . 
Working Foreman, Painter . 
Motor Equipment. erree 
Steam Fireman 


Motor Equipment eek 
Steamfitter . 

Electrician 

Machinist : 

Carpenter and Cabinet Maker 
Spray Painter 

Painter 

Plasterer . 

Electrician’s Helper 
Plumber’s Helper . 


Steamfitter’s Helper 
Carpenter’s Helper 
Hospital Laborer 

Working Foreman, Laborer . 
Supervisor of Inmate Labor 
Senior Building Custodian 
Cemetery Laborer . 
Painter’s Helper 

Shoe Repairer 

Engine Room Helper 
Storeroom Helper . 
Chapel Custodian . 
Incinerator Operator 


153 


Compensation Grade 
$25 00 D 
20 99 D 
20 99 D 
18 43 D 
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INSTITUTIONS DEPARTMENT, LONG ISLAND HOSPITAL—Continued 


Quota 


wore 


m OobD ODOR Re RR Re 


— 


OO On 
Re OOO RR RR Re Re OF 


om COO ee 


| ate OO NO 


493 


Guard Service 
Title of Position 
Head Long Island Hospital Guard 
Principal Long Island Hospital Guard 
Senior Long Island Hospital Guard 
Long Island Hospital Guard 
Watchman : 


Social Service 
Principal Social Work Supervisor 
Social Work Supervisor ~ 
Social Worker 
Clerical Service 


Head Clerk 
Principal Clerk 
Principal Account Clerk 


Principal Clerk and Secretary to Medical Director 


Medical Record Librarian 
Storekeeper 

Senior Clerk . 

Senior Clerk and Typist 

Clerk and Typist 

Clerk and Stenographer : 
Telephone Operator and Clerk 
Maintenance Stores Clerk 


Nursing Service 


Superintendent of Nurses and Director of Training School for 


Attendant Nurses 
Supervisor of Nurses 
Senior Night Supervisor of Nurses 
Night Supervisor of Nurses . 
Teacher of Attendants . : 
Assistant Superintendent of Nurses 
Graduate Registered Nurse . 
Operating Room Nurse : 
Graduate Non-Registered Nurse. 
Licensed Attendant Nurse 
Attendant Nurse 
Proctor . 
Student Attendant 


Hospital House Workers 


Supervising Housekeeper 

Principal Hospital Housekeeper, Sewing ; 
Principal Hospital Houseworker, ae let 
Senior Hospital House Worker 
Hospital House Worker 

Matron 


Technical Service 


Principal Physical det ah 
Dental Hygienist 
Laboratory Technician 
Physical Therapist 
Occupational Therapist 
Laboratory Helper 
Senior X-ray Technician 
X-ray Technician . 
Organist . 

Organist (part time) 
Motion Picture Operator 
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Compensation Grade 


$16 51 Wk 
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11 
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LAW DEPARTMENT 

Title of Position 
Corporation Counsel 
Legislative Counsel 
Assistant Corporation Counsel 
Assistant Corporation Counsel 
Assistant Corporation Counsel 
Assistant Corporation Counsel 
Chief Legal Assistant 
Head Administrative Clerk . 
Head Clerk. : 
Chief Claims Investigator 


Legal Assistant 

Claims Investigator 

Principal Clerk 

Principal Law Clerk 
Principal Legal Stenographer 
Senior Legal Stenographer 
Clerk and Stenographer 
Encroachment Investigator . 
Senior Law Clerk . 

Senior Law Clerk and Investigator 
Telephone Operator and Clerk 
Junior Law Clerk . 

Constable 


LAW DEPARTMENT 


Workmen’s Compensation Service 


Workmen’s Compensation Agent 
Medical Director : 

Principal Law Clerk and Investigator 
Industrial Nurse 

Senior Law Clerk and Investigator 
Senior Clerk and Stenographer 

Clerk and Stenographer 


LIBRARY DEPARTMENT 


Director and Librarian ‘ 
Clerk of the Trustees and Assistant to the Director 
Assistant to the Director and Chief Executive Officer 
Supervisor of Personnel ; 

Assistant to the Supervisor of Personnel . 

Chief of Information Office . : 

Chief of Records, Files and Statistics 

Chief of Exhibits Office 

Administrative Assistant 

Assistant . 


Assistant, Special 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Assistant . 

Assistant . 

Assistant . 

Assistant . ‘ 
Unclassified Assistant 
Unclassified Assistant 
Unclassified Assistant 
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Compensation Grade 
$239 46 Wk 
143 84 
124 66 
115 07 
109 32 
99 73 
30 
26 
pa 
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$62 53 Wk 


$298 42 Wk 
108 56 


_ Quota 
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LIBRARY DEPARTMENT—Continued 


Division of Home Reading and Community Services 


Title of Position 
Chief Librarian 


Assistant to the Chief Librarian — 

Supervisor of Home Reading Services 

Deputy Supervisor in Charge of Work with Adults 
Deputy iar hae to in ae of Work with Children 


Branch Librarian 
Branch Librarian . 
Branch Librarian . 
Branch Librarian 
Branch Librarian 


Branch Librarian 
Branch Librarian 
Branch Librarian 
Bookmobile Librarian 
Bookmobile Librarian 
Chief 

Chief 

Chief 

Chief 

Readers Advise 


Readers Advise 
Readers Advise 
Assistant-in-charge 
Assistant-in-charge 
Assistant-in-charge 
First Assistant 
First Assistant 
First Assistant 
First Assistant 
First Assistant 


Extension Librarian 
Children’s Librarian 
Children’s Librarian 
Children’s Librarian 
Children’s Librarian 
Assistant . : 
Second Assistant 
Second Assistant 
Second Assistant 
Second Assistant 


Children’s Assistant 
Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 


Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
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Compensation Grade 
$154 59 Wk 
89 38 
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Title of Position 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 


Probationary Assistant 
Assistant . 
Assistant 

Assistant . 

Assistant . 

Assistant . 

Assistant . 

Assistant . 

Assistant . 


Assistant . 
Assistant . 
Assistant . 
Assistant . 
Unclassified Assistant 
Unclassified Assistant 
Unclassified Assistant 
Unclassified Assistant 


Division of Reference and Research Services 


Chief Librarian 
Assistant to the Chief Libr arian 
Supervisor of Reference and Research Services 


Deputy Supervisor of Reference and Research Services 


Deputy Supervisor of Reference and Research Services 
IXeeper of Rare Books and Editor of Publications . 
Keeper of Prints 

Chief 

Chief 

Chief 


Chief 

Chief . 
Business Branch Librarian F 
Curator of Americana . 
Assistant-in-Charge 
Assistant-in-Charge 
Assistant-in-Charge 

First Assistant 

First Assistant 
Cataloger and Classifier 


Assistant . 

Second Assistant 
Second Assistant 
Second Assistant 
Assistant . 
Cataloger 
Reference Assistant 
Reference Assistant 
Assistant . 
Assistant . 


Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 


Compensation Grade 


Quota 
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LIBRARY DEPARTMENT—Continued 


Title of Position 
Assistant . 
Assistant . 


Probationary Assistant 


Probationary Assistant 
Probationary Assistant 


Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 
Probationary Assistant 


Probationary Assistant 
Assistant . ; ; 
Assistant . 

Assistant. . 

Assistant . 

Assistant . 

Assistant . 

Assistant . 

Assistant . 

Assistant . 


Assistant . 

Assistant . 
Assistant . 
Unclassified Assistant 
Unclassified Assistant 
Unclassified Assistant 
Unclassified Assistant 
Unclassified Assistant 


Division of Business Operations 


Assistant to the Director. 
Deputy Assistant to the Director 
Deputy Assistant to the Director 


Chief 
Chief 
First Assistant 
First Assistant 


Administrative Assistant 


Second Assistant 
Assistant . 


Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 
Assistant . 


Assistant . 
Assistant . 
Assistant . 
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Compensation Grade 
$62 53 Wk 
60 62 


Quota 
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Title of Position 

Unclassified Assistant 
Unclassified Assistant 
Unclassified Assistant 
Unclassified Assistant 

Auditor 

Bookkeeper. 
Bookkeeping Machine Oper ator . 


Clerk 

Clerk and Typist 
Clerk and Typist 
Key Punch ey 
Clerk 

Clerk 


Clerk and Messenger. 
Probationary Clerk- Messenger 


Superintendent of peaaer 
Stenographer . 


Carpenter, Working Foreman 
Carpenter yor: : 
Head Electrician 

Electrician 

Probationary Electrician 
Electrician’s Helper 
Electrician’s Helper 

Third Class Stationary Engineer 
Mason . : 

Mason’s Helper 


Working Foreman, Painter . 
Painter : 
Furniture Finisher | 
Steamfitter . 
Machinist’s Helper 

Fire Prevention Inspector 
Senior Building Custodian 
Junior Building Custodian 
Junior Building Custodian 
Junior Building Custodian 


Probationary Junior Building Custodian . 


Junior Building Custodian 
Watchman : 
Elevator Attendant 

Assistant Housekeeper . 
Cleaner 
Probationary Cleaner . 
Chief of Printing Department 
Linotype Operator 

Linotype Operator 


Cylinder Pressman 

Probationary Cylinder Pressman. 
Chief of Binding Department 
Foreman in the Binding Department 
Finisher as Pagal} 
Finisher 

Finisher 

Finisher 
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Compensation Grade 
$45 27 Wk 
41 44 
40 48 
39 52 


LIBRARY DEPARTMENT—Continued 


Quota Title of Position Compensation Grade 
2 Forwarder : : : : ; 7 $85 80 Wk 
4 Forwarder : ; : } ; : : ; : 83 88 
1 Apprentice Bookbindertcte mab 2 UR yh a 80 62 
1 Working Forewoman of Sewers . Os : roa as 56 34 
2 Sewer : ? ; : ‘ : : ] : : : : ; 48 84 
1 Sewer ‘ : : , : ; : : ; : : 46 92 
6 Sewer ; : ; ; : 5 45 00 

613 
LICENSING BOARD 

1 Chairman ; : : ; : : , . $666 67 M 
2 Commissioner ; ‘ : : : ; : 625 00 M 
1 Secretary : : : ; : 625 00 M 
1 Confidential Secretary 372 00 M 
1 Head Administrative Clerk . 26 

1 Head Clerk . : ; : F : : } ; : ; ee 

2 Hearings Stenographer . ; ; ; 17 

De rrptiba, (errand: . YPist, 6) eae lle 4) ROT). Be Pee 17 

1 Senior Clerk and Stenographer . 13 
De ROE ea stl ce Page Oe peer SNP af nacht a meet 1,8 13 
17 

MAYOR, OFFICE EXPENSES 

1 7 Mayor, «\\: RE We oh eae US RE AE CUPOD, ibe aha ts def) | 
1 Chief, Licensing Division. ; : : ; : - 110 48 Wk 
1 Industrial Counsellor. : ! : , 110 48 

1 Secretary ’ : ; ; , 100 89 

1 Labor Advisor’ -. : : : ‘ , ‘ “ é 100 89 

1 Chauffeur : ; : : , : : ; : 100 89 

1 Assistant Secretar y : : A : ; 3 : : 98 85 

1 Assistant Chief, Licensing Division . ‘ : ‘ : : 93 22 

1 Clerk, Licensing Division. : : , ‘ : : t : 78 54 

1 Telephone (CTA LOT AA RA) BS 8! te se mo Ga ee eee me ee 76 63 

1 Secretary ’ TA OT a) RT RT er) WE 76 63 

1 Assistant Secretary : : , : ¢ : : ; ; . im 12 

1 Secretary, Licensing Division : . ; ‘ : ‘ : 67 12 

1“ Sécretary-Correspondence .  <: s “. + shennan satan 67 12 

1 Clerk ; : ‘ ; ‘ ; ' 5 ; . : ; i 67°12 

1 Messenger-Clerk fe AE PORT ROES ogee cg) 5) St de ae PR 64 37 
16 

MUNICIPAL EMPLOYMENT BUREAU 

1 Director . : . ‘ ‘ . ; ; i ‘ ; 32 

1 Principal Clerk and Typist ‘ Sie! se A) Se ee Dees 17 

4 Senior Clerk . ; ; : ‘ Me SE 3 SH ae Welle 13 

1 Junior Employment Registrar 4: vy eS ON eines oe 13 

7 

CONVENTIONS AND ENTERTAINMENT OF DISTINGUISHED GUESTS 

1 Assistant Secretary <2 1h) Re eit aS Un ce ee ae $81 61 Wk 
1 Clerk : ; ' : ' 78 54 

2 

PUBLIC CELEBRATIONS 

1. EDaetors cc Tie ees Ca ae at] sin ED ihe 8 $40 20 Wk 
1 Assistant Director . : ; 3 : ; a P 76 63 

1. + Clevkiand Typist =: 20 yp ocar al ae een ne 60 54 

3 
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CARE OF VETERANS’ GRAVES 


Quota Title of Position Compensation Grade 
1 Supervisor. a ge |) yall Sl yee). Gaga 24 
1 Assistant Supervisor : : : ; : : : j ‘ $67 12 Wk 
2 Clerk ; : : : ; 4 E : ; : F é ; 56 78 
1 Clerk : : : ‘ : ; : ; 4 : é : 3 52 95 
5 

PARK DEPARTMENT 
1 Chairman, Board of Park Commissioners . , : . $201 15 Wk 
1 Chief Engineer ; 33 
1 Executive Secretary, Board of Park Commissioners : 30 
1 Director of Recreation . : 27 
1 Superintendent of Park Maintenance ; ; 4 ‘ 26 
1 Superintendent of Baths . : ; ; ; ; ’ 24 
2 iPeputy Director of Recreation . . . .. . 9... widhue 23 
1 Head Administrative Clerk . ; ; ; f ’ 26 
2 Assistant Civil Engineer. 24 
2 Junior Civil Engineer . ' , ‘ ' 20 
3 General Construction Inspector . , ; ; 1é 
4 Senior Engineering Aide ; , : : 15 
1 Superintendent of Horticulture . : ; ; ; ; ; ; 23 
1 Personnel Officer . , ; ; ; 22 
1 Director of Aquarium . ; ; ; : , 20 
1 Assistant Director of Zoo. P : 20 
1 General Foreman, Mechanics and Craftsmen : é 21 
3 General Foreman of Park Maintenance. : ; 20 
8 Park Maintenance Foreman ; ; . 18 
1 Foreman of Greenhouses _ . f , 18 
2 Golf Course Foreman . 18 
1 Foreman of Horticulture — . , 18 
1 Foreman of Baths . aT ; ! 18 
1 Zoo Foreman . ; ; ; : ; 18 
1 Painter Foreman . ; : . ; 18 
1 Tree Maintenance Foreman ; , 18 
1 Working Foreman Carpenter — . ; ; 16 
1 Working Foreman Plumber . . ; 16 
1 Working Foreman Bath Attendant. , 12 
1 Supervisor L Street Baths . ; i J 18 
1 Laundry and Bath Supervisor. é ; 18 
1 Superintendent Golf Club House : , : 15 
4 Principal Account Clerk . . . ee ee 17 
1 Principal Clerk and Collector — . ; 17 
2 Principal Clerk and a erehs é 17 
1 Principal Clerk : ; : 17 
Seer OuereDrero se) =. lf 21 
1 Senior Account Clerk . ' 13 
1 Senior Clerk and Stenogr apher ’ ; ; } 13 
1 Senior Clerk . ; ; q ; ; : } ‘ 13 
1 Clerk and Typist . : ' ; ; ay! a) ae 8 
2 Telephone Operator _ . see 2 13 
1 Recreation Supervisor (Boxing ) ' : : ; 19 
7 Recreation Supervisor . : Ta ; 19 
8 Senior Recreation Instructor | : , smidiogyibens 17 
8 Recreation Instructor . ; ; , ‘ . 14. 
1 Custodian of Recreation Equipment : . ; ; , 16 
1 Assistant to Recreation Director : rayne 15 
1 Senior Publie Relations Representative  . : : : ‘ . 20 
2 Public Relations Representative bey gt eo “ple 5° 2 ee: 14 
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Title of Position 


PARK DEPARTMENT—Continued 


Public Boating Manager 
Swimming Instructor 

Recreation Aide and Accompanist 
Third-Class Stationary ae 


Steam Engineer 
Greenskeeper ; 
Caddy Master 
Golf Starter 


Golf Course Attendant and Motor Equipment Oper ator 
Golf Course Attendant 


Senior Building Custodian 
Junior Building Custodian 
Senior Bath Custodian . 


Bath Custodian 


Maintenance Mechanic, ‘Blacksmith 
Maintenance Mechanic, Bricklayer 
Maintenance Mechanic, Carpenter 
Maintenance Mechanic, Locksmith 
Maintenance Mechanic, Machinist 


Mason 


Painter 
Sign Painter 


Maintenance Mechanic, Painter . 
Maintenance Mechanic, Pipefitter 
Maintenance Mechanic, Rigger . 
Heavy Motor Equipment oats 


Crane Operator 


Motor Equipment Repairman 
Motor Equipment peR a 


Garage Attendant . 


Park Maintenance Man 


Park Keeper 


Information Consultant on Agriculture 


Senior Gardener 
Gardener . : , 
Gardener’s Helper . 


Senior Aquarium Attendant. 


Aquarium Attendan 


t 


Senior Laundry Worker 


Storekeeper 


Yardman 


Bath Attendant and Laborer 


Laborer ' 
Tree Climber . 


Senior Zoo eae 


Zoo Attendant 
Custodial Worker . 
Matron 


Custodian, Ross Estate 


Cemetery Division 


Deputy Park Commissioner 
* ; : 
Supervisor of Cemeteries 


Head Clerk 
Principal Clerk 


Senior Clerk and Typist 


Cemetery Foreman 
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Compensation Grade 

16 
14 

9 
16 
15 
15 
12 


12 
12 
$96 33 Wk 
15 
14 
12 
14 
12 
14 
13 


13 
tal 
i. 
12 
14 
12 

8 


8 
$147 00 M 


35 
21 
18 
17 
17 
18 


Quota 
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Title of Position Compensation Grade 
Maintenance Mechanic (Machinist). . . . . . . . 15 
Maintenance Mechanic ae ee inlet wiles, | bd 15 
Gardener’s Helper . ; ; } : ; ; F 12 
Motor Equipment Oper ator : : ; : ; : ; : 12 
Grave Digger . ‘ : ; : 12 
Cemetery Dane Custodian é , Lee : 12 
Laborer. ; ; ; 11 
Matron 

POLICE DEPARTMENT 
Commissioner ; . $833 33 M 
Medical Examiner. . . ... Ory, Nec OA ee 600 00 M 
Secretary , ; 525 00 M 
Assistant Secretary ; , ; ; ; 96 15 Wk 
ena Clerk : ; : : 112 41 
Clerk 3 ; : : ; ' ! d : 91 31 
Clerk os GES Se ee 87 47 
Clerk : oe : 81 72 
Clerk : : ; ‘ ; } : , 80 76 
Clerk ; ; ; ; ; 75 96 
Clerk , . ; 74 05 
Clerk : : ; 72.13 
Clerk ae ee ee re ; 1021 
Clerk . ; 68 29 
Clerk . ; ; . é 64 O07 
Clerk é' , 76 92 
Clerk Pe oe age i ye OR a ae 63 05 
Clerk eS ee ke We a 62 54 
Clerk ; , ; ‘ : : ; 59 85 
Clerk and Stenogr apher Mies ve. .< oe Ye oe 53 84 
Clerk and Typist. ara 70 21 
DCO INSG EMRE ee Ce eS 66 38 
Clerk and Typist . ; ; Tate; ; 63 50 
Clerk and Typist . , sia (3 Auth aplegtts ; : 62 54 
Clerk and Typist . é gheres ; ; 61 58 
Senior Shorthand Reporter \4 eS erie ae re eS) 81 72 
EEE DOTICEM Gh bial § > 6.5.) ign ag 81 72 
Statistician . : ; ? 75 20 
OPT AD NGL eeIM PEA TS i ey a kl 112 41 
RTO DUCC eee tere TE wh Py 8. a? OT SOE. es 85 55 
Stenographer . 75 97 
Stenographer . ; , , ; 74 05 
STUCCO UM EEE 2) ee hk ae Rey 8 ge 4 ee 72:13 
DeTACeTee PP pw Lee 68 29 
Stenographer . Guia, 64 07 
OOS T ls ol diya oer ee 62 54 
Uniformed Force 

Superintendent —. : ; : : : . : . 791 67 M 
Deputy cores vendent ; 120 69 Wk 
Captain . ; Py hie ; a ak! 120 69 
Captain . : , Reh, 115 42 
Captain . : ; ; 114 94 
Lieutenant. ‘ , : : ; : , : ; 115 42 
Lieutenant (Detective) bh oy ih a eee 101 638 
Lieutenant. ; ch A ae ee og Ye tte Mage 114 94 
Lieutenant (Detective) see ; + a Yt ao / 101 15 
PemrnerTOrA) ).  . S oy atee ale! ol elt 101 63 
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POLICE DEPARTMENT—Continued 


Title of Position 
Lieutenant 
Sergeant (Detectiv e) 
Sergeant (Detective) — 
Sergeant (Assistant Radio Oper ator). 
Sergeant (Medal) . 
Sergeant . 
Patrolman-Detective-Ist grade (Medal) 
Patrolman-Detective-Ist grade 
Patrolman-Detective-2nd grade . 
Patrolman-Detective-2nd grade . 


Patrolman-Detective-3rd grade (Medal) 
Patrolman-Detective-3rd grade . 
Patrolwoman-Detective-Ist grade 
Patrolwoman-Detective-8rd grade 
Patrolman-Radio Operator . 

Patrolman (Supervisor of Stables) 
Patrolman (Medal) 
Patrolman 

Patrolwoman . 


Signal Service Force 


Director : 

Assistant Director . : 

Working Foreman, Lineman and Cable Splicer 
Mechanic- Repairman , 
Signalman ; 

Lineman and Cable Splicer 

Lineman . 

Painter and Groundman 

Chauffeur-Helper 


Miscellaneous 


Biological Chemist ; 

Assistant Biological Chemist 

Assistant Superintendent of Police Buildings 
Fireman (Marine) . ' , 
Fireman (Marine) . : 

Diesel and Gasoline Operator 

Working Foreman-Auto Mechanic 

Auto Mechanic 

Auto Mechanic 


Fireman (Stationary) 
Repairman 

Chauffeur 
Chauffeur-Laborer | 
Chauffeur-Laborer 

Telephone Operator 

Elevator Operator and Laborer 
Laborer and Relief Operator 
Elevator Operator . ; 


Hostler 

Janitor 

Laborer : 

Chief Matron . , 
Assistant Chief Matron 
Assistant Matron . 
Cleaner 

Janitress . 
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Compensation Grade 
$95 40 Wk 

91 28 

90 80 

90 80 

85 54 

85 06 

82 85 


73 28 
67 05-72 80 
67 05-72 80 


PUBLIC BUILDINGS DEPARTMENT 


Quota Title of Position Compensation Grade 
MP RROET ONC ok ay Merwe (ne 
1 Head Clerk . j ; , : ’ ; , Ne ve 
1 Chief Power Plant Engineer : : : : ; 20 
De supenntendent.of Custodians...) ' | “=a MWh? HNN/OMe Dh Senna 19 
1 Elevator Construction Inspector ; ; : , . 18 
2 Building Construction and Repair Inspector ; 18 
1 Second Class Stationary Engineer. ; : A . . 18 
1 Ambulance Foreman . : : ; . : : 18 
Peerncinel account Clerk ~. (. |, °, | Sanh dereyaREe, 17 
1 Chief Telephone Operator . . , LiaeLe MMe siidioniiyie ily 
1 Building Maintenance Supervisor . . . . . . iy 
5 Third Class Stationary Engineer iepbnd vids 16 
menyormne-roreman'Carpenter ~~. . ©. ©, +, |) AGHHTn 16 
18 Senior Building Custodian . : : : ; t : : 16 
1 Chief Elevator peneyior } ‘ , : : : : 3 : hs 
1 Locksmith ; : ‘ , : ; ; : : P 15 
1 Plumber . : ; ; ; , , : : 4 P : . 15 
19 Fireman . ; : : F : > ‘ : ? f : , 15 
7 Ambulance Driver é ? ; ; é : y : , 14 
1 Senior Clerk and Typist : : s . ‘ ; : : : ] je 
1 Storekeeper. : : : E ; : F ; : , 13 
Pemeee ROME OPETALOT (ct. kg 13 
44 Junior Building Custodian . : 3 ; ; ; ; ; : 12 
2 Watchman .. : : ; ; : P : ; ; 11 
1 Senior Custodial Worker ; : : : : ' ; : 11 
8 Elevator Operator . : : ; , ; : : ; ; 11 
1 Clerk and Typist . ; , : ; ‘ : , : : : ; 8 
1 Matron . : : - : ; : : : : ; . , 8 
70 Custodial Workers ; f ; : : ; : : . : , 8 
207 
Market Division 
1 Director of Markets. : : : : it aaee : eee 28 
1 Deputy Director of Markets hak Sedencity padP) & 0.3) ee 22 
1 Principal Clerk and Typist . ‘ : ‘ : ; . : : : 17 
1 Junior Building Custodian . j , : ; ; : ; } ; 12 
3 Watchman . ; A : j : : : : ; ; : ; 11 
7 
PUBLIC WELFARE DEPARTMENT 
Central Office 
1 Welfare Agent ; : : ’ , . : : j ; 38 
2 Deputy Welfare Agent . Aw oe ere fae hE 36 
10 Head Social Work Super VISOR nog we og Se ; 24 
16 Principal Social Work yey : : : ; : : 21 
48 Social Work Supervisor , : : . : , , : ; 19 
1 Medical Social Work Supervisor k : , ‘ 7 ‘ ‘ 19 
2 Head Administrative Clerk . ; 5 : : : : R f 21 
249 Social Worker . F ; { ; ; , F , ; Le 
14 Head Clerk . ; : ; ; ; : . ; ; : ; : 18 
BIPM IMCItGeet te ny Gk yy a 17 
10 Principal Bookkeeper .... aD Ate hh Oe Wty Pibye 17 
7 Senior Clerk .. RR Ae us ca tube Se. 5 ols 13 
2 Senior Clerk and Stenographer : : ; , ; ; , ; , 13 
45 Senior Clerk and aoe ; : ; : , , ‘ : : 13 
4 Clerk : : : ee ee: Le, : F ' 8 
151 Clerk and Typist : : , , : ; ; ; : : ; f 8 
1 Senior Accountant «2.0 9. ei ep anie! A weilawon lind oly Babel 23 
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PUBLIC WELFARE DEPARTMENT—Continued 


Title of Position 
Supervisor of Supplies . 
Supervisor of Research 
Head Statistical Machine Operator 


Principal Statistical Machine Operator 
Senior Statistical Machine Operator . 
Head Employment Registrar 
Principal Employment Registrar 
Principal Clerk and ee 
Photostat Operator 

Telephone Operator 

Plant Superintendent 

Typewriter Technician . 

Rest Room Matron 


Assistant Rest Room Matron 
Chief Engineer 
Third Class Engineer 

Senior Building Custodian 
Junior Building Custodian 
Head Cleaner . 

Cleaner 

Elevator Operator . 


Temporary Home 


Superintendent 
Matron 

Cook. : 
Recreation Leader 
Housemaid 
Physician 
Clerk and Typist 


Wavyfarers’ Lodge 


Superintendent 
Assistant Superintendent 
Watchman 
Clerk 
PUBLIC WORKS DEPARTMENT 
Central Office 
Commissioner 


Associate Civil Engineer 
Executive Secretary 

Senior Personnel Officer 

Public Works Contract Supervisor 
Head Clerk. 

Principal Clerk and Typist . 
Principal Clerk and Secretary 
Personnel Assistant 

Senior Clerk and Typist 

Senior Clerk and Stenographer 


Automotive Division 


Division Engineer . 
Superintendent of Automotive Maintenance 
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Compensation Grade 
25 
25 
23 


17 
13 
18 
17 
17 
ry 
13 
24 
14 


$55 00 Wk 
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$229 88 Wk 
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Title of Position 
Automotive Engineer 
Head Clerk : 
Garage Supervisor and Auto Inspector 
General Foreman of Motor Equipment Repairs 
Principal Storekeeper ; j ; 
Motor Equipment Repair Foreman 
Motor Equipment Repair mnepeaiey ; 
Welder Foreman ; 


Principal Account Clerk 

Garage Foreman 

Working Foreman Motor Equipment Repairman 
Machinery Maintenance Repairman . 

Motor Equipment Repairman 

Heavy Trailer Truck Wrecker Operator 

Welder 

Painter 

Motor Equipment Maintenance Man 

Heavy Motor Equipment Operator 


Storekeeper 

Senior Clerk Typist 

Senior Account Clerk 

Senior Clerk Stenographer 
Low Pressure Fireman . 
Motor Equipment Operator 
Garage Attendant . 
Laborer 


Clerk Typist 

Clerk 

Supervisor Mobile Guard 
Sergeant Mobile Guard 
Mobile Guard 
Laborer-Watchman 
Clerk Typist 


Bridge Service 


Division Engineer (Bridge and Highway vero, 
Assistant Division Engineer (Bridges) 

Principal Civil Engineer : : 

Senior Civil Engineer 

Assistant Civil Engineer 

Head Clerk 


Superintendent of Bridge Maintenance and Operations . 


Marine Captain 
Principal Account Clerk 
Senior Account Clerk 


Junior Assistant Civil Engineer . 
Cashier 

Junior Mechanical Engineer 
Bridge Construction Inspector 
Senior Engineering Aid 

Junior Engineering Aid 
Drawtender ; 
First Assistant Drawtender . 
Assistant Drawtender 

Bridge Electrician . 


Working Foreman Carpenter 
Machinist phe airy 
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PUBLIC WORKS DEPARTMENT—Continued 


Title of Position 
Machinist Maintenance Repairman 
Carpenter ; : ; 
Carpenter’s Helper 
Painter 
Painter Foreman 
Paver : 
Motor Equipment Operator and Laborer . 
Laborer . : : 
Principal Clerk 
Clerk 


Lighting Service 


Assistant Civil Engineer 
Principal Clerk 
Street rane Inspector 
Clerk 


Paving Service 


Division Engineer (Bridge and Highway Service) 
Assistant Division Engineer (Highways) . 
Principal Civil Engineer (Highways) . 

Senior Civil Engineer (Highways) 

Chief Highway Construction Inspector 
Superintendent of Highway Maintenance 
Assistant Civil Engineer / : 

Head Clerk 
Supervisor Material Testing Laboratory 

Junior Civil Engineer ; : 


Permit Supervisor . 

Junior Chemist : 
Highway District Foreman . 
Highway Construction Inspector 
Street Opening Inspector 
Principal Account Clerk 
Principal Clerk and Secretary 
Principal Clerk and ye ; 
Cashier 

Senior Engineering ‘Aid 


Working Foreman Paver 

Road Roller Operator 

Carpenter : 

Blacksmith 

Steamfitter 

Crane Operator 

Encroachment Investigator . : 

Motor Equipment Repairman 

Road Roller Operator 

Motor Equipment Maintenance Man 


Heavy Motor Equipment Operator and Labor 
Painter 

Motor Equipment Operator and Laborer-Paver 
Paver 


Working Foreman Motor Equipment: Operator and Laborer. 


Yardman. . 

Traffic Sign Maintenance Man 
Senior Clerk and Typist : : 
Motor Equipment Operator and Laborer 
Working Foreman Laborer . ; 
Junior Engineering Aid 
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Compensation Grade 
15 
16 
13 


Quota Title of Position Compensation Grade 


1 Blacksmith Helper ; f R . . ; : : : : 12 
120 Laborer (Highway) eee ee tee 11 
mmesaruener-banorer. [ ©. « %  . .. aeebentt eee 11 
8 Clerk and Typist .. ree Sn: memo. Shy 8 
1 Clerk Seat: : art ; “hy Mei DS 4 aie 8 
426 
Sanitary Service 
1 Division Engineer . we ty rary ye ee 36 
1 Chief Engineer Grade V A/C ; >. gases Pee 30 
1 Superintendent of Sanitation . . . . .~ . Ae 28 
1 Supervisor of Waste Collection . > Welk e -- 1 rans 23 
moaupervicotoemeecs Cleaning . .. .. | Anurag) saphemaene 23 
1 Head Clerk . : 2 ; 22 
1 General Foreman of Mechanics and Craftsmen : P : . 21 
25 Foreman . : : : : ; : ; ; P : ; } 19 
1 Carpenter Foreman : : , : : F F : ; f i 18 
1 Painter Foreman . : f ; , eumeen 18 
1 Blacksmith Foreman . ae a, : ; ikaietens 18 
1 Working Foreman Welder . . . .. . Pah vied ecauee ye 16 
1 Senior Storekeeper PT, pang «- Val ee ee ae L7 
1 Yardmaster . : : : : fae te ee 17 
1 Principal Clerk and Stenographer ‘ ; , : , : : Lif 
2 Principal Account Clerk . SRS re hat ee eee: 17 
74 Inspector : et ls 5,0) od Ce i, 
9 Blacksmith . : : ; : ae : as chalet eae 15 
7 Carpenter : ; i : , ‘ : ‘ ‘ 15 
1 Leatherand Canvas Worker . . . . . . . .. 15 
DRIP UPN IOLA VV OLKCE ss cy ks sf ow Sa Ue Teg 15 
1 Bricklayer : ; ; ; F ; : j ‘ : , : : 15 
EET eM ES a mein tis) bl oy he 15 
1 Sign Painter . ; 7 : . P : ; ‘ ; ‘ 15 
1 Motor Equipment Repair Man . , 15 
1 Working Foreman Heavy Motor Equipment Operator a and Laborer . 15 
5 Painter . : ? 14 
37 Heavy Motor Equipment Operator and Laborer, 4asath somo. 14 
1 Senior Clerk and Stenographer . : : é 2 ; 7 13 
PeEOEOr Cire nie EypisU) |... 5. 4s) (3 a ee hee Bee ee is 
1 Telephone Operator. A! ok Use ee ee 13 
1 Junior Building Custodian . ‘ : 7 ; : : : ‘ ; 12 
SeeeeOrkiln@eboreman UADOTer sc =. «| '.)) ek pe a ee eee 12 
1 Carpenter’s Helper Li ee GEE ee Tie) Ne Fire 2 
2 Blacksmith’s Helper. Se a Wt | ea eae aes 12 
1 Sheet Metal Worker’s Helper det A ea oe er 12 
131 Motor aU ent oS aa NM Bee re es |: 12 
413 Laborer . , i: ; : : , ; : 11 
1 Clerk ; . : ; : ? ; : P : : : ; ‘ 8 
Fi nL a TR A al ooh ae ra a i deaeieare (| Late ee 8 
12 Constable wien ae. tye. tal OUR EP en 
LELIATINOMOROTAIOM ef fe ny AO SO? Pe 20 
UV IATUCTOIMStersE NOG 8 8 en 4 te Ma PR OO ee 17 
754 
Sewer Service 
1 Division Engineer. . an phe 6k YR AL gk ae nS 36 
REE AUC AVE PgICer Sk are eh ee 30 
5 Senior Civil Engineer . ee) oh a0 DS es earns 28 
1 Superintendent of Sewer Maintenance... : : yt » : 26 
1 Chief Sewer Construction Inspector . We oak, >. ace 26 
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PUBLIC WORKS DEPARTMENT—Continued 


Title of Position 
Assistant Civil Engineer : 
Chief Sewer Maintenance Inspector ; 
Head Clerk 
Foreman of Tide Gate Repairman 
Junior Civil Engineer 


Chief Pumping Station ay pe 

Sewer District Foreman 

Pumping Station Engineer . 

Electrician Operator 

Sewer Construction Inspector 

Head Blueprinter l 

Principal Clerk and Typist 

Principal Account Clerk 

Third Class Stationary Engineer 

Working Foreman Carpenter and Cabinet Maker 


Steam Fireman 

Sewage Screen Operator 

Senior Engineering Aid 

Tool and Die Maker 

Bricklayer ; 

Oiler : 

Sewer Gateman 

Gauge Repairman . . 
Working Foreman Sewer Cleaner 
Catch Basin Machine Operator 


Carpenter 

Tide Gate Repairman 

Sewer Cleaner 

Heavy Motor E quipment Operator and Laborer 
Blueprinter 

Senior Account Clerk 

Yardman 


Working Foreman Motor Equipment Operator and Laborer | 


Senior Clerk . 
Senior Clerk and Stenographer 


Pumping Station Maintenance Man . 
Motor Equipment mei and Laborer . 
Laborer 
Junior Engineering ‘Aid 

Clerk and Typist 


REGISTRY DEPARTMENT 


City Registrar ; 

First Assistant City Registrar 
Second Assistant City Registrar 
Third Assistant City deal 
Head Clerk ; 

Disposition Clerk 

Principal Clerk 

Principal Clerk and Stenographer 
Principal Clerk and Typist . 
Cashier. ; 
Senior Clerk and Typist 

Clerk and Typist 
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SINKING FUNDS DEPARTMENT 


Secretary ‘ f j ; : : ‘ ‘ : ' : : ; $58 33 M 
Treasurer ; : : ’ : J ‘ i : ; ; 58 33 M 
Second Deputy Treasurer. be oe ‘ee «4 ES 62 50 M 


VETERANS’ SERVICES DEPARTMENT 
Commissioner , F : ; . ; : ; : : , . $162 88 Wk 


Soldiers’ Relief Division 


Deputy Commissioner . ; , : : : . 24 
Principal Veterans Services Supervi ison? 4 ; , ; ; z 21 
Veterans Services Supervisor : : 2 ‘ : , 19 
Veterans Services Investigator. ; ; : 7 : 17 
Senior Clerk and Stenographer . ; j ‘ : : ; 13 
Senior Clerk and Typist : yi) eb ay: lad dah 13 
Clerk and Stenographer en? : 1 es 8 
Clerk and Typist .. oe {Sea eg 8 
omeemmesnoritor wR ee 13 
MUI eer yg, AE 14 


Disbursement Division 


Head Administrative Clerk . : d : : 26 
Assistant Director Veterans Services . ; : : ; 22 
Paymaster ; : ; ; : : ‘ Ie, 
Senior Clerk and Stenogr apher BC I Ae a 13 
Clerk and Typist .. bg a ee og a 8 


Settlement Division 


Deputy Commissioner . , / 7 ie: ; 7 ash Oak 24 
Meiptatispervices@ mupervisOr  .  .. a « a. eh eew oy 19 
Veterans Services Investigator .. : a Re ee aes 17 
Senior Statistical Clerk ; ; 4 ge is 
Senior Clerk .. ive wets Lies, Neo ed 13 
Clerk Ax Me oy hye ll ak wd, Ae 8 
Clerk and Stenographer Ve ok. UR ae 8 
Clerk and Typist . 1s AES ; oe a 8 


Veterans’ Services Division 


Physician (General) ke, 0 ga ee 26 
Assistant Director of Veter ans Services. , : : : : oe 
Supervisor-Veterans Services Consultant . 


Housing and Unemployment Division 


Assistant Director of Veterans Services. . ‘ ; ; F 22 
Principal Clerk Pe ee a i NE 17 
Senior Clerk and Stenographer ; sd ee Cae ree Tar 13 


Clerk and Stenographer cea: » tele 8 
Photostat Operator ‘ , : , : : : ; f 


Boston City Hospital Division 


Veterans Services Supervisor : ; : ; ; ‘ ; ; : 19 

Veterans Services Investigator. ' ; : ; : ; ; 17 

Senior Settlement Clerk y : cae ee ee ro eee ) 13 

Senior Clerk. x f ; . ate ah 13 

Clerk ; : : ; : ; : ; ‘ : : ; ; ' 8 
171 


STATISTICS DEPARTMENT 


Quota Title of Position Compensation Grade 
1 Chairman : y : : ; ! : ‘ : : ; ; 5 $91 30 Wk 
1 Principal Clerk : . ; : : , ‘ , ; 17 
2 Senior Clerk and Stenographer rat Cy ae Oe eV my 13 
1 Senior Historical Research Clerk , las . 13 
1 Clerk and Typist . ; : ‘ . ’ é : ! . : 8 
6 

STREET LAYING=OUT DEPARTMENT 
1 Chairman : ' ; ; : : : : . $708 33 M 
1 Commissioner : : ; , : 625 00 M 
1 Commissioner ‘ , , ‘ 143 67 Wk 
1 Chief Engineer ; ' é : . 33 
2 Principal Engineer , ' . : 30 
1 Executive Secretary. ; ; : ; ; ; 1 28 
7 Assistant Civil Engineer . , ‘ 24 
2 Head Clerk . , : : 22 
1 Assessment Supervisor . : : : : . 20 
1 Permit Supervisor of Encroachments | ' . 20 
1 Chief Encroachment Investigator ; ; : ; 20 
2 Junior Civil Engineer . ; ' 20 
| Head Photostatic Operator . ; , 18 
1 Senior Encroachment Investigator. ’ : 17 
1 Principal Clerk and Stenographer ; ; ; 17 
1 Principal Clerk . .; ; . 17 
2 Principal Clerk and Typist ; , 17 
2 Title Examiner ; : ; , : 17 
2 Photostatic Operator. : ; 17 
1 Cashier . ; ; : 16 
9 Encroachment Investigator ; , ; ; : : ; c : 15 
18 Senior Engineering Aid SO Cr oon Paerern yy aN URI ewe 15 
2 Senior Clerk and Stenographer . : : ; 13 
9 Junior Engineering Aid 11 
2 Clerk 8 
1 Clerk and Stenographer : ; : ; ; ; : 8 
2 Constables. co ech ie hy Wahi Al Uatee tek a $54 68 Wk 
75 
SUPPLY DEPARTMENT 
1 Superintendent. . ' . $181 99 Wk 
1 Assistant Superintendent LR Oe er eT ee? LC ae 27 
1 Legal Assistant . ‘ ; 4 20 
9 Buyer. ; / : : 18 
1 Purchase Inspector (Feed) : : é : : : yf 
2 Principal Clerk and Stenogr apher eS een CR ae SE 17 
3 Principal Clerk and Typist . : ; : 17 
2 Assistant Buyer. : ; 14 
1 Senior Clerk and Typist ; . eae, ‘ ‘ é 13 
1 Senior Account Clerk . ; : : 13 
1 Clerk and Stenographer ; ; ' ; phat mg ; 8 
3 Clerk and Typist . 8 
26 
TREASURY DEPARTMENT 
1 City Treasurer : bP te ei iyt tates, eS Cane DWV AC 
1 First Deputy City Treasurer and Cashier OE CE ee 32 
1 Second Deputy City Treasurer and Assistant Cashier . : ; | 30 
1 Principal Accountant. : 4 / ; 4 26 
1 Head Bond and Interest Teller aa: ee eh eS 22 
13 Paymaster. : ; ‘ ' g ‘ ; 20 
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Title of Position Compensation Grade 


Head Clerk 

Principal Account Clerk 
Senior Clerk and Typist 
Senior Account Clerk 
Clerk and Typist 


Tax Title Division 


Chief of Tax Title Division . 
Paymaster. : 
Tax Title Teller 


WEIGHTS AND MEASURES DEPARTMENT 


Sealer , 

Chief Deputy Sealer 
Senior Cashier 
Deputy Sealer 

Coal Inspector 


BOARD OF REAL ESTATE COMMISSIONERS 


Chairman 

Auctioneer 

Executive Secretary ' 

Real Estate Custodian . ; 
Principal Clerk and Stenographer 
Principal Account Clerk : 
Assistant Real Estate Custodian 
Senior Clerk and Typist 

Clerk and Typist 


CITY RECORD, PUBLICATION OF 


Editor . 
Associate Editor 


20 
4 
13 
13 

8 


28 
20 
Ly, 


$134 09 Wk 
2 


$162 838 Wk 


22 
12 
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PERSONNEL SCHEDULES 
COUNTY MAINTENANCE 


SUFFOLK COUNTY COURT HOUSE, CUSTODIAN 


Title of Position 
Superintendent 
Assistant Superintendent 
Chief Power Plant Engineer 
Engineer Second Class Plant 
Mechanic 
Principal Clerk 
Engineer Third Class Plant . 
Floor Officer . ; 
Chief Elevator Operator 
Steam Fireman 


Storekeeper 

Gateman . 

Janitor . 
Elevator Operator ; 
Watchman .. ; 
Head Cleaner . 
Switchboard peeeier 
Matron : 
Cleaner 


COUNTY BUILDINGS 


Deputy Superintendent of Public ee 
Third Class Stationary Engineer 

Senior Building Custodian 

Working Foreman Plumber . 

Steam Fireman ; 

Junior Building Custodian . 

Custodial Worker . 


SUFFOLK COUNTY JAIL 


Deputy Jailer . 

Chief Officer 

Physician 

Head Clerk 

Hospital Supervisor... 

Assistant Chief Officer . 
Assistant Chief Officer and Steward . 
Chief Power Plant Engineer 

Engineer Second Class Plant 
Principal Clerk 


Jail Officer and Mechanic 

Jail Nurse, Female 

Jail Officer and Clerk ‘ 

Jail Officer and Photographer 
Jail Officer and Electrician . 

Jail Officer and Assistant Stew ard 
Jail Officer and Receiver 

Chief Matron . ; 

Jail Officer 

Steam Fireman 
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SUFFOLK COUNTY JAIL— Continued 


Title of Position Compensation Grade 
Assistant Chief Matron ; : : : F ; ‘ 4 A : 13 
Assistant Matron . : ; : ; ; ' ; ; A : ; 10 
Institution Dentist ' L : ; ; 5 ; : a $221 66° Mi 
Chaplain . ; : : ; : : ; : ; : 155 33 M 
Chaplain HANMIVELLS Zr eee TnI YTV, AsO, 80 33 M 


SUPREME JUDICIAL COURT 


Clerk of Court ; : : ‘ , : : : . . $4388 54 SM 
First Assistant Clerk of ‘Court . ‘ , : , 375 78 SM 
Assistant Clerk of Court : ; : F : 300 62 SM 
Court Officer . : F : [ : 197 92 SM 
Court Officer . aR OS, 1 MNES RD. DET F 193 75 SM 
Messenger and Clerical Assistant , 18 
Principal Clerk ; : . ; 17 
Senior Clerk . ; ; | Y ' 3 13 
Clerk : : } : : : : , : ; , 8 


SUPERIOR COURT, CIVIL SESSION, GENERAL EXPENSES 


Clerk of Court ; : : ; ; : : ; . $500 00 SM 
First Assistant Clerk of Court. : : 375 00 SM 
Assistant Clerk of Court. : , ; : 337 50 SM 
Assistant Clerk of Court —. ph, WEA, ; 300 00 SM 
Chief Deputy Sheriff. eae, NU a) ce Cb), Fe 2 a ae 264 17 SM 
Jury Assembly Court Cite Sama acme hea PAARL es br tN 241 67 SM 
Court Stenographer ee ey ie ge) et 8 500 00 M 
Assistant Jury Assembly Court Officer é ; ; 237 50 SM 
Messenger and Clerical Officer. ; ; 491 66 M 
Assistant Messenger. : ; : ; ; ‘ : i 229 17 SM 
Court Officer . aay , : : : 225 00 SM 
Clerical Assistant . : : : ; ; : ; , 159 17 M 
Senior Clerk . : : : : : t 4 13 


SUPERIOR COURT, CIVIL SESSION, CLERK’S OFFICE 


Executive Clerk . ; : ; } : ; ; : ‘ . 28 
Head Clerk . ; ; J : ; ; : / ; : é 22 
Principal Clerk .. ' : ’ ; Penh 17 
Cashier . ' ‘ ; i : : : ‘ ‘ ; : : F 16 
Senior Clerk . ; : . ; : ; : ; ‘ : : 13 
Switchboard esr BOT tooo te RM Ne Une es) hy 10 
Clerk t ; : ; : ; ; , , é : : 8 


SUPERIOR COURT, CRIMINAL SESSION, CLERK’S OFFICE 


Clerk of Court : ; , : ; ; ; ; 3 . $500 00 SM 
First Assistant Clerk of ‘Court : : : ; ; : : f i 172 60 SM 
Assistant Clerk of Court . : ; . : ‘ : : : : 138 08 SM 
Executive Secretary §. us) 2 a “+ |» ORR bans 28 
Head Clerk . ; . ; , ; : ; : ' ; ; p 22 
Interpreter. ; : : . : ' : ; : ; . ’ 20 
Principal Clerk 3°. «) (saa 5s « JARROD Sane 17 
Cashier . ; f : . ' : ; ; : : j ; 2 16 
Secretary ’ pe ,  » 6 eerste ieleiel ae 15 
Senior Clerk . : ‘ . ; : ’ ; : y ; f ; 13 
Clerk ; : P ; : ; ; ; : : p ; : } 8 
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OFFICE OF DISTRICT ATTORNEY 


Title of Position Compensation Grade 
Secretary and Chief Clerk .. ear ae susetgepy ® 30 
Chief Stenographer and Indictment Clerk ; : ; ; : : 24 
Legal Aide. ‘ b : ; ‘ i ; : ; , ; 20 
Principal Clerk ed Gee ae » oo & 17 
Senior Clerk . : ; : ' : . , ; , ; ‘ ‘ 13 

SUPERIOR COURT, CRIMINAL SESSION, CLERK’S OFFICE 
Court Officers’ Division 
Assistant Chief iia poerii: 2) . yas Ud ele ~ . $254.17 SM 
Court Officer . : é . : : : ; ‘ : 225 00 SM 
Probation Department 
Chief Probation Officer TT ee a ge BBE MS 
Po Oo ee eee iad Bl 115 64 
Probation Officer. : ; : : : , : ; : , 106 05 
Probation Officer. ‘ , , ‘ é : : ‘ ; . 100 11 
Probation Officer. A , ‘ . ‘ , : . ' ¢ 97 04. 
Probation Officer. : f : : ‘ 4 : ; 86 30 
Probation Officer. : ; : J : : , : : , ‘ 79 21 
Probation Officer. , ; : , ; , , J , 431 67 M 
Head Clerk . : ; : , : : : ; , ; : ; pebs 
Principal Clerk .. Se) ane elite 2 ; Be of % 17 
Cashier . ; 2 : : : d : : : : : 16 
Secretary } / : : : : F : } ; : : : 15 
Senior Clerk . , : f : : : : d : ; : Ki: 
Clerk : ; ; : : ; : : : ° 5 : 7 , 8 
PROBATE COURT 
Court Officer . : : : : : ; : : F P . . $225 00 SM 
Permanent Officer . ; : : : ; ; E ; : P 23 
MUNICIPAL COURT, CITY OF BOSTON 
Justices’ Division 
Chief Justice . ; : ? . ; ; , ; d \ : ; $541 66 SM 
Associate Justice. : : : : : ‘ : 500 00 SM 
Associate Justice. ; : ; : ; : : : ; : 458 33 SM 
Secretary to the Justices. ; : : : 229 16 SM 
Assistant Secretary to the Justices. ‘ ? ; 187 50 SM 
Special Justices. . Oak ae pees 8 Wika ate 36 67 D 
Criminal Division 

Clerk . : ; ‘ ; : : | ; } ’ ; $186 99 Wk 
First Assistant Clerk ; : . j . . : : : 139 62 
Assistant Clerk : . ; ; ; , . ; ; 124 66 
Chief Court Officer : : : : : ; ; ; 110 32 
Assistant Chief Court Officer , . ' ; . ; ; 104 71 
Court Officer . ; } : ; . : : : : P 99 10 
Interpreter. : Pd one ; ial iners 20 
Head Clerk . , , ‘ . , . : , ; : 22 
Principal Clerk ; ; a _| re; 17 
Senior Clerk . ; : ; i : ; : é ; 13 
Van Driver. : : ; : , ; : , ‘ : ; : 16 
Clerk : , . : : : : : ; : : : ’ . 8 
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MUNICIPAL COURT, CITY OF BOSTON — Continued 
Civil Division 


Title of Position Compensation Grade 
Clerk $161 10 Wk 
First Assistant Clerk 139 62 
Assistant Clerk 124 66 

Jxecutive Secretary. 28 
Deputy Assistant Clerk 24 
Head Clerk 22 
Principal Clerk 17 
Secretary 15 
Senior Clerk 13 
Clerk : 8 
Chief Court Officer $104 71 
Court Officer . 99 10 

Probation Department 

Chief Probation Officer ; $174 52 Wk 
First Assistant Chief Probation Officer ; 1Zs15 
Second Assistant Chief Probation Officer . 12217 
Deputy ; 117 18 
Probation Officer 112 19 
Medical Director 28 
Assistant Medical Director . 23 
Principal Clerk ; 17 
Cashier 16 
Investigator 16 
Secretary 15 
Senior Clerk . ‘ : 13 
Switchboard SO 10 

Clerk ‘ 8 

MUNICIPAL COURT, CHARLESTOWN DISTRICT 

Justice. $132 33 Wk 
Clerk of Court. 30 


Chief Probation Officer | , 
First Assistant Clerk of Court 
Assistant Clerk of Court 
Probation Officer 

Probation Officer 

Court Officer . 

Senior Clerk 

Clerk 


EAST BOSTON DISTRICT COURT 


Justice. 

Clerk of Court : 

Chief Probation Officer : 
First Assistant Clerk of Court 
Assistant Clerk of Court 
Probation Officer 

Probation Officer 

Court Officer . 

Clerk ; 
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$287 50 SM 
30 

$256 83 SM 
25 


21 
$175 00 SM 
150 00 SM 

17 
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MUNICIPAL COURT, SOUTH BOSTON DISTRICT 


Title of Position Compensation Grade 
Justice. 4 , ) . ; } : ; , : : . $287 50 SM 
Clerk of Court : : : : : E F ; ; 30 
First Assistant Clerk of Court . f ! : } } 25 
Assistant Clerk of Court ; : ; j ( : : ‘ 21 
Chief Probation Officer ote oe Cay a Rie Sa2 SM 
Probation Officer . , ; : : : J 216 67 SM 
Court Officer . : : F : 4 : ; ; : : . 17 
Senior Clerk . : ; } : : , ; . : ; : ; 13 

MUNICIPAL COURT, DORCHESTER DISTRICT 

Justice. a ; : ; : ; : ; . $350 00 SM 
Clerk of Court , 7 ; ; ‘ e : : 34 

First Assistant Clerk of ‘Court ; : , . ; : ' ; EV 
Assistant Clerk of Court : : ; ; : ; : j , 25 
Principal Clerk ; : : P ; . ; iy 

Court Officer . ‘ : : ; : : ; , ¢ : the 

Clerk : : : A : : : ; 8 

Chief Probation Officer : ; : , . $294 33 SM 
Probation Officer. : : , , ; 216 67 SM 
Probation Officer . ; . : ; ; , ; ; : : 158 33 SM 

MUNICIPAL COURT, ROXBURY DISTRICT 

Justice . . . } é , ; ; ; d . $412 50 SM 
Justice . ; : , , , ; é : : , : 275 00 SM 
Clerk of Court ; : } : ; : : 34 

First Assistant Clerk of ‘Court , : . } 3 30 
Assistant Clerk of Court . 2 { : ' / ‘ 25 

Chief Probation Officer ? : : } ; . i } $294 34 SM 
Assistant Chief Probation Officer ; ; ; f } ‘ 252 67 SM 
Probation Officer . . : ; : : : f 216 67 SM 
Probation Officer . : : ; . ; : ; , : : ; 125 00 SM 
Probation Officer . ; : , , ; P ; ; 175 00 SM 
Probation Officer . 7 ; ; : , ; ; : : : 166 67 SM 
Probation Officer . : . : ; , : , . : ‘ 214 78 SM 
Chief Court Officer ; : : : : i : : ‘ 21 

Head Clerk . , ; ; ; : : : : : ; ; ; Du 

Court Officer . ' : ; ; ‘ . j d ; ; F : 19 
Principal Clerk PPI fur 3 ; ato ek ee 17 
Senior Clerk. . : : F : P : d \ 13 
Cashier. } : : é ; : : ; : : : ‘ F 16 

MUNICIPAL COURT, WEST ROXBURY DISTRICT 

Justice. / , F : , p ’ ; ‘ , , { $575 00 M 
Clerk of Court ; ; } : ? ; : . 30 

Chief Probation Officer = ; ; F : : , : : $256 84 SM 
Probation Officer . ; : ; : ; j 1 216 67 SM 
First Assistant Clerk of ‘Court ’ . F j : , , ; ; 25 
Assistant Clerk ; : P , : . P F : : : } 21 
Probation Officer. , ; ; : : . , : ; ; . $175 00 SM 
Court Officer . y ; ? é ; ' : ; d ; F ; 17 

Clerk . ; ; : ; ; f ; : , f : f F 8 
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MUNICIPAL COURT, BRIGHTON DISTRICT 


Title of Position 
Justice 
Clerk 
First Assistant Clerk of ‘Court 
Assistant Clerk of Court 
Probation Officer 
Court Officer . 
Clerk ; 


BOSTON JUVENILE COURT 


Justice 

Clerk é 

Chief Probation Officer ; 
Assistant Chief Probation Officer 
Probation Officer ; 
Probation Officer 

Head Clerk 

Court Officer . 

Principal Clerk 

Senior Clerk 

Clerk 


DISTRICT COURT OF CHELSEA 


Justice. 

Clerk of Court 

Chief Probation Officer 
Probation Officer . : 

First Assistant Clerk of Court 
Assistant Clerk of Court 
Court Officer . 

Probation Officer 

Clerk 


Janitor 


REGISTRY OF DEEDS 


Register of Deeds and Assistant Recorder 
First Assistant Register of Deeds ; 

Technical Assistant : 

Assistant Register of Deeds 

Executive Secretary. 

Director of Photo Recording and Microfilm Department 
Supervisor of Photo Recording Department 

Head Clerk. : i ; j ; 

Microfilm Operator ya 

Photo Recording Operator. 


Principal Clerk 
Cashier 

Senior Clerk . 
Switchboard Operator 
Clerk ; 

Coat Room Attendant . 
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Compensation Grade 


$575 00 M 
30 


25 
21 
$433 33 M 
17 
8 


$191 30 Wk 
623 44 M 
143 48 Wk 
101 64 

99 73 

72 88 

22 

17 

LT ie 
13 
8 


$301 88 SM 
30 


$256 83 SM 
216 67 SM 
25 
21 
17 
$125 00 SM 
8 


8 


$210 96 Wk 
143 84 


- 


MEDICAL EXAMINER SERVICE, NORTHERN DIVISION 


Quota Title of Position Compensation Grade 
1 Medical Examiner . ; : - : : ‘ : / . j ? $625 00 M 
1 Principal Clerk LS ie Ae et OR YL) 17 
2 Supervising Mortuary Attendant : : ; : 17 
3 Mortuary Attendant. é . : } . , 15 
1 Senior Clerk . ; ; ; ; i , ; \ 13 
1 Secretary ; : i ; : ; ‘ ; ; ; : ; ; 15 
9 

MEDICAL EXAMINER SERVICE, SOUTHERN DIVISION 
1 Medical Examiner . ; : ; ‘ 4 } } : $625 00 M 
1 Secretary. . : : d ; ! ; : ; . ; 15 
3 Senior Clerk . : 4 ; : ; ; : ' : : , 13 
Ps 


ASSOCIATE MEDICAL EXAMINER SERVICE, NORTHERN DIVISION 
1 Associate Medical Examiner . : : ; : , ; 2 ; $41 66 D 


ASSOCIATE MEDICAL EXAMINER SERVICE, SOUTHERN DIVISION 
1 Associate Medical Examiner : : ; : : : ; : ; $41 66 D 


MISCELLANEOUS EXPENSES, SHERIFF 
1 Sheriff and Jailer . f ; ; : : : , : ‘ : ‘ $750 00 M 


MISCELLANEOUS EXPENSES, TREASURY DEPARTMENT 
1 County Paymaster Wem Mea | ois fl OTR 0, SR a 24 


PENAL INSTITUTIONS DEPARTMENT 
Central Office 


1 Commissioner : ; ; ; , . $162 84 Wk 
Peroni Commissioner, Yama res a ke 25 
2 (1) Head Clerk 2 EES ay RR lias ty 22 
2 Commitment and Transfer Officer . ; : 5 ; 18 
2 Principal Clerk . ! ; Ce ieee i Para te Vi 
5 Parole Agent . ‘ : : : : A : ; : : 17 
2 Social Worker : ; : : : : é 17 
1 Senior Clerk and Typist ; Ea it fe nt Se ae 2b 8. 4a 13 
1 Clerk and Typist . : : ; ‘ ; : : : : ; : 8 
17 (16) 
House of Correction 

1 Master ; , : ; 4 ‘ P ; } : : d 28 
1 Physician : : ‘ ; : : : : $87 47 Wk 
1 Institution Industries Supervisor pitts’ .) £o Bags, 22 
Ge Deputy Mastery 0 a ; eS ie ve ae 22 
1 Head Clerk . : ; ; ; : ; : ; : f 22 
2 Assistant Deputy Master. OC Pe Bre bel? 0.08 tot Ona 20 
1 Chief Power Plant Engineer : ; ; ‘ f : ‘ ; : 20 
3 Hospital Supervisor. MEFS ey isha.) sk Rea Cees 20 
1 Correction Officer and Stew ard . mt eae § 19 
1 Correction Officer and Receiver . : : : ; : ; : ; 18 
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PENAL INSTITUTIONS DEPARTMENT — Continued 


Quota Title of Position Compensation Grade 
2 Correction Officer and Herdsman : ; , : : ; : , 18 
1 Principal Account Clerk : : ; : : : : ; ; ; 17 
1 Principal Clerk ; ; AL Qu 17 
1 Correction Officer and Electrician : : : : F ; : 17 
1 Correction Officer and Baker ; ‘ . : ; : : 4 17 
1 Correction Officer and Carpenter Ren et ci Mea ae a ee 17 
2 Correction Officer and Clothing Cutter .  . . «. « = . 17 
3 Correction Officer and Cook ; } , ; : ; 17 
1 Correction Officer and Painter. ‘ ' ; : ; , : : LZ 
1 Correction Officer and Shoemaker 4 ; - : : : Li 
1 Correction Officer and Poultryman . yl aS 17 
1 Correction Officer and Motor Equipment Repairman } 17 
1 Correction Officer and Assistant Herdsman . ? 17 
1 Correction Officer and Assistant Steward . : : : f : , LZ 
1 Engineer Third Class Plant : : F : : : 16 
72 Correction Officer . ; , ; : ' : ; : 16 
3 Steam Fireman . : : , 15 
2 Senior Clerk and Typist ieee PL kd Seagate e. bathe « 13 
1 Motor Equipment Operator ; : ; : 12 
1 Clerk and Stenographer Cd et ls Dee A UG A a 8 
1 Housemaid . 3 ‘ : ? ; : ; : 8 
1 Chaplain . ; : $58 00 Wk 
1 Institution School Teacher . ; ; ; : : 35 68 
1 Dentist . : , . ; , : : ; y 43 06 
1 Chaplain . : , ; ; 37 60 
1 Organist . : : ; ; : : 2 ; . ; : 35 68 
1 Chaplain . ; : : , : ' ; : ; 3 y 31 85 
1 Motion Picture Operator LA eee OPE IMR BE is) oe Shes ieee ee 20 91 
1 Organist . ; : : ‘ : , : ; é i ; : ; 19 22 
125 
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PERSONNEL SCHEDULES 
INCOME DEPARTMENTS 


PRINTING DEPARTMENT 


Quota Title of Position Compensation Grade 
1 Superintendent , ; ; : : : ‘ . $172 41 Wk 
1 Foreman, Book Composing Room. : } , , ; 105 82 
1 Foreman, Pressroom ; 5 : ; : ; . ) 105 82 
1 Foreman, Caster. : : ; , : , : ; ; ; 103 60 
1 Senior Accountant ; ; ae Ph + 23 
1 Paper Stockman . ed ue Mt ag 23 
1 Working Foreman, Cylinder ‘Pressroom. : : , : . $100 43 
1 Foreman, Linotype Monotype Typesetting Dept : } i ¢ 100 43 
1 Foreman, Job Composing Room d ‘ : ; 100 43 
1 Assistant Foreman, Book Composing Room ‘ j : : 100 43 
1 Job Pressman : é ; : : e , . ; 93 94 
1 Compositor. a Se got ut lh ee : ee 93 00 
1 Compositor . ; ‘ : , ; ; : : : ’ 92 00 
1 Compositor. P : : , . ; ; : : ; 91 00 
1 Compositor Stoneman . iba by Had ia sta: Mlb oad lati: AnD 90 00 

20 Compositor  . : s ; : : : : : 90 00 
12 Monotype Keyboard Operator 7 oe ; oe ae. eee 90 00 
7 Proofreader. ; ; d ’ i 90 00 
2 Linotype Operator : ; ; ; : ; 4 : : 90 00 
1 Assistant Caster. ‘ ; : ’ ; ; 90 00 
2 Monotype Caster et ; : ; é : ; : : : 90 00 
1 Apprentice. : ; : Mee : 90 00 
1 Bookbinder. : : ; : : : . 87 38 
1 Cutter and Sheet Stockman. : ,; : oe ak 87 38 
1 Cutter. : ; : } ' : ; ‘ 87 38 
1 Sheet Stockman . : ; ; ; : 87 38 
1 Bookbinder and Cutter ; é , 87 38 
6 Cylinder Pressman ; eae «dive pela 68 RISC 87 38 
1 Job Pressman ; ; é : 87 38 
1 Cylinder Pressman Apprentice : ¢ . ; : : f / 83 52 
5 Job Pressman : ; : ; : : : f i : 82 88 
5 Apprentice. : ; : ; ; , : ; 81 00 
1 Assistant Paper Stockman . . : ; i : 17 
1 Monotype Caster Runner and Metal Melter.. -. .) 1... oie $80 00 
1 Storeroom Helper... Ewa , key eh EPS 79 69 
1 Apprentice. ; : ee Geile” 5.5, ) an 77 75 
8 Cylinder Presaiccdar CMR EAme tre, PMNs Cacee 
1 Apprentice. sly) Nn RDN eS wes hd See ee 
3 Apprentice. { : ; : : : : : : 72 00 
1 Principal Accounts Clerk PO Ae AD O° on Se 17 
1 Telephone Operator and Clerk . : ales ; ms 13 
2 Motor Equipment Operator ; , : 12 
1 Motor Equipment energy and Laborer Printing Service. ; : 12 
2 Apprentice. ; : , ; ‘ : , ; $63 00 
2 Laborer Printing Service. ‘ , , : . P : j : 11 
5 Copyholder. a ee er ne ee $60 OL 
1 Clerk and Stenographer. , ‘ . : : ; ; : 8 
1 Clerk and Typist . . ; : ; E : ; ; : , 8 
tL. Storekeepotahambss 1. sor +: oT) Soe Je 10 
Le eApprenties «2 Me fe ee a. 4 Oa i Sete a $54 00 
MEETeLLe.  Seeutta cg) oe ae tee 6. bee Ce 49 50 
1 Clerk and Typist . : ; ; . ; , ; : Peet : 45 50 
1 Apprentice. ‘ ‘ ; i é ; nan : : ; 45 00 
1 Clerk and Messenger : ° ; : . : : ~ : ; , 35 00 
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PUBLIC WORKS DEPARTMENT 
Sumner Tunnel 


Quota Title of Position Compensation Grade 
1 Superintendent of Tunnels and Ferries .. "iy oe aman 28 
2 Senior Electrical Engineer . : : : ; $ 2 ; : 24 
1 Tunnel Service Supervisor . : ; : ; ‘ 5 : : , 22 
1 Chief Electrician . , ; , ; ; 22 
1 Head Cashier . ; i ; evs 
1 Senior Cashier Tees XY) ee Oe ee 19 

16 Electrician-Operator . é ; : : 18 
A Sermeant 1 Omani nee eeeeee A 8 ths 18 
1 Principal Account Clerk . ; :; : ; : beg 
lis Paapcinal Cleriant sive? Gere ot. ws hcg aerate hs 
4 Cashier . j ’ : 16 
2 Working Foreman Machinery Maintenance Repairman 16 
1 Garage Foreman . exe ; : , 16 

42 Tollman-Guard . : 16 
2 Machine Maintenance Repairman . 15 
1 Working Foreman Heavy Motor Equipment Operator and Laborer. 15 

13. Heavy Motor ee a DEANE and Laborer. 14 
1 Painter . : : 14 
1 Storekeeper. VV Choe evar ine : : 13 
2 Garage Atlentldnt sof) Beem ae re. nok DIG ace 12 
8 Laborer . , : ; é : : : , : c : 11 

106 


Water Service 


s 


1 Division Engineer . ‘ : : . : . ; : : ’ . 38 
1 Principal Civil Engineer. : ; ; : 30 
1 Water Revenue Supervisor . E : , : c : . f 26 
1 Superintendent of Water District. : MO hit ae Be : : 26 
3 Assistant Civil Engineer. : ; ' : . 24 
1 Assistant Superintendent Water District’ Aces licic he are ee 22 
1 Chief Water Meter Reader . . : ; 22 
3 Head Clerk . ; : ; ‘ : é ; : q 22 
1 Junior Civil Engineer . , : : : ; : : , ’ ‘ 20 
2 Senior Cashier ie tks ; ; 4 , ; , , : ; 19 
1 Machinist Foreman . ‘ ; : poe he ia. he 19 
1 Plumber Foreman. . : f | : 19 
6 Water District Foreman . : : : ! é : : ‘ 19 
1 Water Meter Repair Foreman . : al 19 
1 Water Installation Inspector and Estimator. Ad cteiaigs 19 
2 Supervising Water Meter Reader Lp es FAG: SP ta beanies 18 
1 Carpenter Foreman ; oe . 18 
1 Labor Foreman and Water Construction Inspector ; é : : 17 
3° Principal -Account‘Clerk”™ 4 =.) #1504 OT Oe sai © heey ; 17 
1 Principal Clerk . ‘ : : : : 17 
7 Special Water Meter Reader ; : : : ‘ il 
17 Water Service Inspector : ; ¢ ; : 17 
1 Yardmaster 17 
1 Senior Storekeeper : oat See . See 17 
1 Working Foreman Machinist , ; ' : ; : : 16 
1 Garage Foreman ; : : : : ; : ; i : 16 
29 Water Meter Reader . ; , é ; : b ¢ : : : 15 
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Title of Position 
Working Foreman Water Service Repairman . 
Plumber . ; 
Senior Engineering ‘Aid 
Sheet Metal Worker 
Tool and Die Maker 
Blacksmith 
Carpenter 
Crane Operator 
Machine Maintenance Repairman 
Machinist : ‘ ; 


Steamfitter 

Water Service Repairman 

Water Shut Off Man 

Accident Claims Investigator. 

ig Motor Equipment eo herats and Laborer (Water Service) 
aver 

Water Meter Repairman : 

Water Service Maintenance Man 

Yardman 

Senior Account Clerk 


Senior Accounting Machine Operator 
Senior Clerk . , ; : 

Senior Clerk Stenographer 

Senior Clerk and Telephone Operator 

Senior Clerk Typist 

Telephone Operator 

Motor Equipment Operator and Laborer (Water Service) 
Plumber’s Helper . ; 

Working Tenant Laborer (Water Service) 


Elevator Operator 
Junior Engineering Aid 
Laborer (Water Service) 
Laborer Watchman 
Clerk 

Clerk and Stenogr apher 
Clerk and Typist 


Constables 
COLLECTING DEPARTMENT 
Water Division 
Teller : 
Deputy Collector 
Accountant 


Water Lien Supervisor . 

Principal Account Clerk 

Senior Clerk Typist 

Senior Account Clerk 

Senior Clerk : 
Senior Statistical Machine Operator 
Key Punch Operator sa) 
Clerk Stenographer 


189 


Compensation Grade 
15 
15 


$54 86 Wk 


PAY SCHEDULE 


M — Monthly SM — Semi-Monthly 


W — Weekly 


CLASSIFI- Minimum INTERMEDIATE RaTES Maximum 
CATION Rate Rate 
GRADE I il III IV V Vi 

7 M $176 18 $187 05 $197 93 $208 80 $219 68 $230 55 
SM 88 09 93 53 98 96 104 40 109 84 115 28 
W 40 50 43 00 45 50 48 00 50 50 53 00 
8 M 187 05 197 93 208 80 219 68 230 55 241 43 
SM 93 53 98 96 104 40 109 84 115 28 120571 
W 43 00 45 50 48 00 50 50 53 00 5b 750 
9 M 197 93 208 80 219 68 230 55 241 43 252 30 
5M 98 96 104 40 109 84 115 28 120 71 126 15 
W 45 50 48 00 50 50 3 00 55. 50 58 00 
10 M 208 80 219 68 230755 241. 43 252,30 263 18 
SM 104 40 109 84 115, 28 L207 LZ6R85 131 59 
W 48 00 50 50 53 00 55 50 58 00 60 50 
11 _M 219 68 230 55 241 43 252 30 263 18 274 05 
SM 109 &4 115 28 120871 126 15 131 59 137 03 
W 50. 50 53 00 Saya 58 00 60 50 63 00 
TZ M 230 55 241 43 252 30 D635 15 274 05 284 93 
SM 115 28 20) 7 12615 131 59 137 03 142 46 
W 53 00 55 50 58 00 60 50 63 00 65 50 
13 _M 241 43 252 30 263 18 274 05 284 93 295 80 
5M 120 71 126715 131 59 137 03 142 46 147 90 
W 55 50 58 00 60 50 63. 00 65 50 68 00 
14 M 252 30 263 18 274 05 284 93 295 80 306 68 
SM 126 15 131 59 leyh 10 142 46 147 90 153 34 
W 58 00 60 50 63 00 65 50 68 00 70 50 
15 _M 263 18 274 05 284 93 295 80 306 68 317 55 
SM 131 59 137 03 142 46 147 90 153 34 158 78 
W 60 50 63 00 65 50 68 00 70 50 73 00 
16 M 274 05 284 93 295 80 306 68 Sa iejeuays 332 78 
SM 137 03 142 46 147 90 153 34 158 78 166 39 
W 63. 00 65 50 68 00 70 50 73 00 76 50 
17 M 284 93 295 80 306 68 Sy bias 332 78 248 00 
SM 142 46 147 90 153 34 158 78 166 39 174 00 
W 65 50 68 00 70 50 73 00 76 50 80 00 
18 M 295 80 306 68 BL 55 332 78 348 00 363 23 
SM 147 90 153 34 158 78 166 39 174 00 181 61 
W 68 00 70 50 73 00 76 50 80 00 83 50 
19 M 306 68 317 5D 332 78 348 00 363 23 378 45 
SM 153 34 158 78 166 39 174 00 181 61 189 23 
W 70 50 73 00 76 50 80 00 83 50 87 00 
20 M BLY, 5D goles 348 00 363 23 378 45 393 68 
SM 158 78 166 39 174 00 181 61 189 23 196 84 
W 73 00 76 50 80 00 83 50 87 00 90 50 
21 M 332 78 348 00 363 23 378 45 393 68 408 90 
SM 166 39 174 00 181 61 189 23 196 84 204 45 
W 76 50 80 00 83 50 87 00 90 50 94 00 
22 M 348 00 363 23 378 45 393 68 408 90 429 56 
SM 174 00 181 61 189 23 196 84 204 45 214 78 
Ww 80 00 83 50 87 00 90 50 94 00 98 75 
23 M 56a 25 378 45 393 68 408 90 429 56 450 23 
SM 181 61 189 23 196 84 204 45 214 78 225) It 
W 83 50 87 00 90 50 94 00 98 75 103 50 
24 M 378 45 393 68 408 90 429 56 450 23 470 89 
SM 189 23 196 84 204 45 214 78 225 11 235 44 
W 87 00 90 50 94 00 98 75 103 50 108 25 
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CLASSIFI- Minimum INTERMEDIATE RATES Maximum 
CATION Rate SS a Rate 
GRADE I II III IV Vv VI 
25 M $393 68 | $408 90 $429 56 $450 23 $470 89 $491 55 

SM 196 84 204 45 214 78 225. 235 44. 245 78 

Ww 90 50 94 00 98 75 103 50 108 25 113 00 

206 M 408 90 429 56 450 23 470 89 491 55 512 21 
SM 204 45 214 78 22511 235 44 245 78 256 11 

WwW 94 00 98 75 103 50 108 25 113 00 il tire ed 

27 M 429 56 450 23 470 89 491 55 512 21 532 88 
SM 214 78 PPA a lal 235 44 245 78 Zoe dL 266 44 

W 98 75 103 50 108 25 113 00 ila lrg 7d 122 50 

28 M 450 23 =. 470 89 491 55 512 21 532 88 Se onoroe 
SM 225 11 235 44 245 78 256 11 266 44 ZIG 77. 

WwW 103 50 108 25 113 00 ive 75 122 50 12 (ees 

29 M 470 89 491 55 yy Gl 532 88 553 54 574 20 
SM 235 44 245 78 256 11 266 44 DA yar ie 287 10 

W 108 25 113 00 Manes 7453 122 50 127.25 132 00 

30 M 491 55 Dione 532 88 553 54 574 20 594 86 
SM 245 78 256 11 266 44 27GaGa 287 10 297 43 

W 113 00 gar 122 50 12725 132 00 136 75 

3l M 512 21 532 88 553 54 574 20 594 86 615 53 
SM 256 11 266 44. 276 77 287 10 297 43 307 76 

. W 117 75 122 50 127 25 132 00 136 75 141 50 
32 M 532 88 553 54: 574 20 594 86 615 53 636 19 
SM * 266 44 276 77 287 10 297 43 307 76 318 09 

W 122750 127.25 132 00 136 75 141 50 146 25 

33 M 553 54 Daa 20 594 86 615 53 636 19 656 85 
SM 276 77 287 10 297 43 307 76 318 09 328 45 

WwW 127 +25 132 00 136 75 141 50 146 25 151 00 

34 M 574 21 594 86 615 53 636 19 656 85 677 51 
SM 287 10 297 43 307 76 318 09 328 43 338 76 

WwW 132 00 136 75 141 50 146 25 151 00 155 75 

5 M 594 86 615 53 636 19 656 85 677 51 698 18 
SM 297 43 307 76 318 09 328 43 338 76 349 09 

W 136 75 141 50 146 25 151 00 155975 160 50 

36 M 615 53 636 19 656 °85 677 51 698 18 718 84 
SM 307 76 318 09 328 43 338 76 349 09 359 42 

WwW 141 50 146 25 151 00 1550/5 160 50 165 25 

37 M 636 19 656 85 677 51 698 18 718 84. 739 50 
SM 318 09 328 43 338 76 349 09 359 42 369 75 

W 146 25 151 00 155 75 160 50 165 25 170 00 

38 M 656 85 677 51 698 18 718 84 739 50 765 60 
SM 328 43 338 76 349 09 359 42 369 75 382 80 

W 151 00 155 75 160 50 165 25 170 00 176 00 

39 M 677 51 698 18 718 84 739 50 765 60 791 70 
SM 338 76 349 09 359 42 369 75 382 80 395 85 

W 155 75 160 50 165 25 170 00 176 00 182 00 

40 M 698 18 718 84 739 50 765 60 791 70 817 80 
SM 349 09 359 42 369 75 382 80 395 85 408 90 

WwW 160 50 165 25 170 00 176 00 182 00 188 00 


The above Pay Schedule is based on a 36-month range with an additional increment for 10 years’ service and another 
increment for 20 years’ service. a 

Upon appointment compensation will be at the rate specified in column I unless an employee has completed 10 years but less 
than 20 years of service, when the compensation will be at the rate specified in column II. In the event he has completed 20 years or 
more service, compensation will be at the rate specified in column III. Advancement will be at the rate of one increment upon 
completion of the first, also of the second, and also of the third year of service in the position. In other words, an employee who has 
completed 10 or more, but less than 20, years of service, and 3 years in the position shall be compensated at the rate specified in 
column V, and upon completion of 20 years of service and 3 years in the position shall be compensated at the rate specified in column VI. 
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Art Department . 

Assessing Department 

Associate Medical Examiner, Northern Division 
Associate Medical Examiner, Southern Division 
Auditing Department . : ars : 
Automotive Division . 


Board of Appeal . 

Board of Examiners 

Board of Real Estate Commissioners 
Board of Recreation ; ; ‘ 
Board of Zoning Adjustment 

Bond Allotment Plan . 

Boston Housing Authority 

Boston Juvenile Court 

Boston Retirement Board . 

Boston Traffic Commission 

Bridge Service 

Budget Department 

Building Department 


Care of Veterans’ Graves 

Cemetery Division 

Child Welfare Division 

City Clerk Department 

City Council : : 

City Council Proceedings ; 

City Documents... 

City Planning Board . 

City Record, Publication of 

Civic Improvement Committee 

Civil Defense Activities 

Collecting Department : 
Collecting Department, Water Division . 


Conventions and Entertainment of Distinguished Guests 


County Buildings 
Courthouse, Custodian 
D. 
Department of Veterans’ Services 
District Court of Chelsea . 
Ez 


East Boston District Court 

Election Department . 

Electrical Inspection Division 

Executions of Court, Damage Claims, ete. 
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Federal Public Health peer 
Finance Commission 
Fire Department . 


Health Department . 
Hospital Department . 
House of Correction 


Insanity Cases : 
Institutions Department, Central Office . 


Jail 


Law Department 
Library Department 
Licensing Board . 
Lighting Service . 
Long Island Hospital . 


M, 


Market Division... 

Mayor, Office Expenses 

Medical Examiner Service, Northern Division 
Medical Examiner Service, Southern Division 
Middlesex County Training School . 
Miscellaneous Expenses, Sheriff 
Miscellaneous Expenses, Treasury Department 
Municipal Court, Brighton District ; 
Municipal Court, Charlestown District . 
Municipal Court, City of Boston 

Municipal Court, Dorchester District 
Municipal Court, Roxbury District . 
Municipal Court, South Boston District 
Municipal Court, West Roxbury District 
Municipal Employment Bureau 


P. 


Park Department 

Paving Service 

Penal Institutions Depar tment, ‘Central Office 
Pensions and Annuities (City) 

Pensions and Annuities (County) 

Pensions and Annuities (Income Departments) 
Police Department ; : 
Printing Department . 

Probate Court 

Public Buildings Department 

Public Celebrations. 

Public Welfare Department, Central Office 
Public Works Department, Central Office 
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Registry Department . 
Registry of Deeds 
Reserve Fund 
Rezoning Study 


Sanatorium Division 
Sanitary Service . 

Sewer Service ) 

Sinking Funds Depar tment 
Snow Removal : 
Social Law Library 


State-Boston Peed ae System, Expense Fund . 


Statistics Department : 

Street Laying-Out Depar tment. 

Sumner Tunnel : 
Superior Court, Civil Session, Clerk’s Office . 
Superior Court, Civil Session, General Expenses 
Superior Court, Criminal Session ae 
Supply Department 

Supreme Judicial Court 


Temporary Home 
Treasury Department 


Water Service 

Wayfarers’ Lodge : i 
Weights and Measures Department 
Workmen’s Compensation . : 
Workmen’s Compensation Service 
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